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CORONATION YEAR B.I.F. OPENS WITH MANY 
ORDERS AND INQUIRIES FROM OVERSEAS 


By the Board of Trade Journal Industrial Correspondent 


ISITORS from overseas and home buyers arrived early for 
Vite start of the Coronation Year British Industries Fair which 

opened at the two London centres—Olympia and Earls Court— 
and at Castle Bromwich, Birmingham, on Monday. 

Exhibitors reported many inquiries and some firm orders before 
the Fair was many hours old. The displays of small boats at 
Olympia and the pre-fabricated building section at Earls Court, 
both newcomers to the Fair, were attracting particular interest very 
early on the opening day. 

Her Majesty the Queen has arranged to visit the London Section 
of the Fair on Wednesday next. Royal visitors who were to 
attend the Fair this week were :—Wednesday, April 29, The 
Duchess of Kent to visit Olympia ; Thursday, April 30, The Duke 
of Edinburgh, Castle Bromwich ; Friday, May 1, Queen Elizabeth 
the Queen Mother and Princess Margaret, Olympia. 





Olympia 











Crowds came early to Olympia. Ten minutes before opening 
time on Monday morning, officials estimated that there were about 
a thousand waiting for admission. First buyers from overseas 
were from the Middle East, Scandinavia and the Lebanon. There 
were many home buyers too, and Fair officials considered this a 
healthy sign of reviving home market interest in the Fair. 

Many overseas buyers made straight for the stand showing the 
latest work of some 50 British inventors. There were numerous 
requests for further details about the production and export 


possibilities for a new type of vacuum cleaner with a conversion 
unit which turns it into a washing machine, a square hole digger, a 
new cheap heater for bath water in the home, and a new type of 
joint for pipes! A Mexican buyer who was keenly interested in 
the stand said that many of the inventions shown there would sell 
well in the Central American market. 

One of the earliest orders reported was one from a New York 
buyer for 75,000 dollars’ worth of British clocks, which he 
considered very suitable for the United States market. 

Brisk business was reported from the office equipment section. 
While negotiating the sale of a printing machine ten minutes after 
the opening of the stand, one exhibitor received a request from a 
maker of guillotines for the printing trade to produce a “ sold”’ 
label for one of the guillotines, bought within half a minute of the 
dust sheets being removed from the exhibit. The label was printed 
in five minutes as part of the demonstration. A maker of postal 
franking machines reported business within five minutes of the 
opening. 

Two Finnish buyers were impressed by a mobile printing unit, 
the first of its kind ever built, which can be removed from a city 
devastated by war, set up again in two hours, and start producing 
a newspaper. Among the new inventions and ideas incorporated 
in this plant is a mobile radio type-setting unit device. It is possible 
for an operator sitting in the back of a car to transmit from a type- 
setting machine to the printing room unit where the radio signals are 
translated automatically into lines of type. The Finnish visitors 
were surprised to see the type-setting machine in the printing room 





886 


CONTENTS 


PAGE 
Coronation Year B.LF. Cpae with pute Orders and Reppin from 
Overseas ae * ‘ os F 885 
Home News Section 
£3 Million worth of U.K. Goods in Argentine Agreement. Corona- 
tion Year Opens with Record Tourist Visits. Building Plant 
Exhibition, 1953. Imports of Rice by Private Traders. Exemp- 
tions from Key Industry Duty. Restriction of Flying on Corona- 
tion Day. Yarn Production in the Cotton Industry. 888 
United States Team’s Report on British Electricity System. Rayon 
Fabrics for the Export Market. . 889 
Index of Industrial Production. Patents Act, 1949, ew Air 
Services Approved. sie ove vs _ iin 
QuESTIONS ASKED AND ANSWERED IN PARLIAMENT 891 
Registrations of British and Foreign Films. Copper Price Reduced. 
Assistant Official Receiver. Publications Received. 892 
British Standards.. 893 
Forthcoming Government Auction Sales 895 
Overseas Trade Section 
Impressions from a Recent Tour of the United States... 896 
INFORMATION For UNiTED KINGDOM EXxporTERS 898 
‘TRADE AND FINANCIAL ARRANGEMENTS 
Anglo-Spanish Trade Discussions. ‘The Netherlands and Italy. 
The Netherland and Austria. Italy and Spain. Finland and 
Western Germany. Portugal and Austria. France and Venezuela 
France and Czechoslovakia. ... i ren we am oo, Wee 
Sweden and Soviet Union. Sweden and Austria. Turkey and 
Sweden. ‘Trade Commissioner in Pakistan. ‘Tientsin Consulate 
Closed, ... ban see ; 901 
‘Tarirr CusToMs AND IMPORT REGULATIONS 
Japanese Foreign Exchange Budget for pape Jordanian Cus- 
toms Tariff Amendments. 902 
Canadian Customs Cone ession for Returning Cenadien Residents. 
* Made in Canada” Rulings, Canadian Customs Tariff Changes. 
Conditions Governing Submission of Egyptian Government 
Tenders. “s ‘i ane bee - 903 


Iraq Customs Tariff Ame ndenente. ; 905 
Indian Import Trade Control. Uruguay : import Quota fot hope 906 
Brazilian Import Duties Under Torquay Agreement. 909 
Che rges in Greek Exchange Rates. Further Relaxations of Greek 
Import Restrictions. Brazilian Customs ‘Tariff Amendments. 
French Imports from the Sterling Area. soo. VEO 
U.S. Control on Imports of Chinese and N. Korean Origin. Ice- 
landic Import Regulations. United States Tariff Investigation on 
Mustard Seed (Whole). Belgian Import Licensing Regulations. 
Benelux Customs Tariff. Australian ‘Tariff Board Inquiry. 913 
New Zealand : In uiry into Tariff Rates on Stationery, Paper, etc. 
Pakistan Tariff Commission. New Zealand Custom Decisions. 
Lebanese Customs Tariff Amendments. “— . 914 
Revision of the Venezuelan Tariff. 917 
EXHIBITION AND FAtrs 918 





FIRST GRADE GOVERNMENT SURPLUS 


FOR HOME AND ABROAD 


FOR SALE 


Tarpaulins, Tents, Blankets, Uniforms, New Wellington 
Boots; Oilskin Clothing, Camp and Metal Beds, 
Mattresses. 


Large or Small Quantities available. 


SURPLUS STORES 


Govstores, Crickle, London" 
Cables : Govstores, London 


State your requirements. 
20 CRICKLEWOOD LANE 
LONDON, N.W.2 


Telegrams : “ Telephone : Gladstone 4505 
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working without an operator and setting lines of type at the high speed 
of nine per minute. 

A firm making loose leaf folders, filing covers and similar products 
reported that they had a record first day. The volume of inquiries 
amounted to more than 50 “ sound potentials.” Inquiries were keen 
from Holland, Norway and Denmark. 

A new system of neon lighting is having its first showing at Olympia. 
Many firm inquiries have been received from home and overseas 
buyers. The lighting can be produced in any desired pattern of 
tubing, giving anything from one to 36 colours in the same tube. 
The firm expect to do good business with Iran, Spain and Singapore. 
They are showing at the B.I.F. for the first time, and feel that it is a 
good business venture. 

One exhibitor who showed at the recent Harrogate Fancy Goods 
Fair expressed his surprise at the additional orders and inquiries he 
was getting at the B.I.F. Firm orders on the first day totalled nearly 
£2,000 from home buyers, and he also received orders from the United 
States, and inquiries from Australia, Sweden and Italy. This 
exhibitor says he is optimistic about the Coronation year B.I.F. 

As usual at Olympia, the wonderful jewellery is attracting much 
attention, including a diamond and palladium Coronation suite, 
which is valued (without purchase tax) at £100,000. This suite breaks 
down from three main jewellery pieces to form a dozen ornaments, 
suitable for any occasion from a cocktail party to a State function. 





Earls Court 











This year sees a major display by the textile and clothing industries 
in the Earls Court Section. The display occupies 117,000 square 
feet, and includes the individual stands of about 200 firms and 
organizations, besides composite exhibits which cover the products 
of another 200 more manufacturers. There is clothing for men, 
women and children, and for all climates. There are new designs 
in furnishing fabrics and household textiles. Here, the Coronation 
motif is much in evidence. Examples of fine silk in all its traditional 
splendour are being much admired. In cotton, new finishes and new 
methods have added considerably to the range of fabrics, some of 
the most interesting of which are dupions and worsteds, which can 
be used for tailored suits. Heraldic Coronation colours appear in 
many woollens, and there are also Coronation motifs in prints and 
jacquard designs. The man-made fibres, such as rayon, nylon, 
Ardil and Terylene, make an interesting display, and show their 
versatility in a number of made-up garments. 

More than 400 different nylon fabrics are being shown in what is 
claimed to be the biggest and most varied collection of nylon cloths 
and garments ever seen in Britain. Many of the fabrics are in 
current production—others are experimental cloths made from new 
yarns which are being developed in anticipation of future demand. 
Examples of nylon for industrial use, for the Armed Forces, for 
luggage and for flags and bunting are included with other examples 
for everyday wear. Climbers will be interested in the nylon-and- 
cotton tent and clothing, nylon lined, of the types chosen by the 
British expedition to Mount Everest. 

The biggest wool textile exhibit yet staged by the National Wool 
Textile Export Corporation in Britain occupies a central position 
covering an area of 3,600 square feet. In this is a display of the 
products of more than a hundred wool textile firms from Yorkshire, 
Scotland, the West of England and London. Exhibits range from 
lightweight men’s wear worsteds and women’s wear crepes to heavy 
overcoatings. ‘There are also blankets, travelling rugs, felts and 
hand-knitting and industrial yarns. The Coronation year theme 
is seen not only in some of the cloths, but also in the settings, based 
on famous London scenes. 

North American visitors were reported to be interested in novel 
and inexpensive lengths of cotton material for skirts printed in gay 
and fast colours on four panels, each containing a quarter of the final 
circular skirt. These full skirts, which have a slimming effect, are 
made by stitching the four quarters together. The manufacturers 
claim that any home dressmaker can cope with them easily. There are 
15 separate designs, and the product is expected to be popular in 
the United States. 


Commonwealth Section 


The Commonwealth Section, covering 10,000 square feet and 23 
stands, attains its largest size since the war. A special ‘‘ Common- 
wealth Trade Day ” is to be held again this year, on May 4, repeating 
the successful experiment initiated in 1952. The central feature of 
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the Commonwealth display, by arrangement with the Ministry of 
Works, is the Ministry’s scale model of the fully-decorated Corona- 
tion route from Buckingham Palace to Westminster Abbey. The 
model shows the decorations which will be in the Mall, Trafalgar 
Square, Whitehall and Parliament Square. Outstanding features 
are the four arches spanning the Mall, surmounted by Lions and 
Unicorns and from which coronets are suspended. Spaced between 
the arches are standards rising above the trees, each supporting a 
crown and hung with banners bearing the Royal monogram. In 
the centre of Parliament Square can be seen the stand decorated with 
the Arms of the Commonwealth countries, leading to the focal point 
of the Royal entrance to Westminster Abbey. 

The stands of the various Commonwealth countries are all gay and 
colourful, and display a great diversity of products. Pakistan for 
instance is showing modern industrial goods alongside exquisite 
products of her cottage industries. One of the largest stands in the 
section is that of Hong Kong, showing the ever-widening range of 
her industry. A big feature is a display of Coronation souvenirs, 
of a very high standard of design and manufacture. 

On Canada’s stand, British business men interested in every aspect 
of the Canadian market from the import possibilities of British capital 
or consumer equipment and market development to Customs and 
shipping problems, can seek advice from officials of the Canadian 
Trade Commissioner service who are in attendance in the attractive 
lounge and office. 

Governments with stands in 
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Although Castle Bromwich does not expect overseas buyers in 
considerable numbers until later in the run of the Fair, the most 
noticeable feature of the first day was the evenness of representation 
from countries which can be expected to buy in quantity. Another 
noticeable point was that buyers from overseas this year are the hard 
kernel of those who mean business if it can be done. The type of 
representative who came to pick up any goods in short supply or 
who was looking for agencies seems almost to have disappeared. 
These people swelled the numbers of buyers at previous Fairs. 

On the other hand, buyers are distinctly “ choosey” in their 
selections, and it is believed that the Fair will show beyond doubt 
that keenness of price will be the determining factor in any business 
done. Buyers from the United States and the Irish Republic, 
followed closely by Australians, seemed to be especially on the look 
out for business. 

There are very many new products on show for the first time. 
These are not just ‘‘ catchpenny” novelties, but lines which are 
expected to arouse a continuing demand. In the hardware section, 
particularly, there are signs that prices are tending to ease. 

The display of a Wolverhampton manufacturer of agricultural 
machinery, intended for peasant farmers mainly in the Middle East 
and based to a large extent on their traditional 2,000 year old designs, 
is attracting great interest. 

A man who is “ putting the clock back ” is the 38-year-old managing 
director of the company, who after reading that General Neguib was 
breaking up large land holdings 





the Commonwealth section this in Egypt, went out to study 
year are those of Australia, 2,000-year-old ploughs in a Cairo 
Barbados, British Guiana, The Road for 1953 museum and to look at the land 
Canada, Cyprus, Dominica, Gold It is the road of expansion of growth and development concerned. He decided that 
Const Crna, Heng Keone. | at home and abroad, that we must take in 1953, and to | British plo were nut th 
Mauritius, New Zealand, take us along that road we need, above all else, a further they turned over the soil and 
Pakistan, Northern Rhodesia, growth in our export trade.— removed the rich mud deposited 
Routhers, Rhodesian Sicrm™ | "The Chancellor of the Exchequer, December 17, 1952 | By,the Nile eds.” With. his 
Africa, St. Vincent and Trinidad three-furrow plough which will 











and Tobago. The West Indian 
Sea Island Cotton Association are showing cotton in its various stages 
of production. 

The stand of the Northern Ireland Government, adjoining this 
section, is one of those scheduled to be visited by the Queen, accom- 
panied by the Duke of Edinburgh and the Princess Royal, when they 
visit Earl’s Court next Wednesday. 

Visitors to Earls Court can see for the first time a “‘ sectional city ”’ 
made up of pre-fabricated buildings specially designed for export 
markets. The section includes a school, a clinic, and several types 
of houses. One of these can be packed in two lorries, and erected 
as a permanent home wherever the owner desires. A bungalow in 
the same section uses attractive wood panelling on the walls, finished 
in plain veneer, to give an air of space to the rooms. Here again, 
the whole building can be packed up for transport to any destination. 
At present the houses are being built for export only, but the company 
hope soon to be making two-storey houses for the home market. 





Castle Bromwich 











In spite of heavy rain, overseas buyers arrived early at the Castle 
Bromwich section of the B.I.F. on Monday. One of the first, from 
Copenhagen, was making a quick visit to the heavy engineering section. 
“‘ T have been very impressed with all that I have seen so far ’’ he said. 

A tractor and scraper unit was sold to a British buyer five minutes 
after the fair opened. 

By noon, 83 overseas buyers had registered. The following 
countries were represented :—Australia, Belgium, British Guiana, 
Canada, Ceylon, Chile, Denmark, France, Germany, Gold Coast, 
Holland, India, the Irish Republic, Japan, Norway, Pakistan, South 
Africa, Sweden, Switzerland and the United States. Australia had 
the largest representation. 

The Yugoslav Ambassador, Dr. Vladimir Velebit, said he was 
greatly impressed by all he had seen. His country was particularly 
anxious to expand commercial relations with the United Kingdom, 
particularly with regard to producer equipment. The B.I.F. could 
play a vital part in this. Compared with European fairs the B.I.F. 
at Castle Bromwich was impressive, Dr. Velebit said. In particular 
he liked the grouping of large sections under one roof rather than in 
separate halls scattered over a city. 


do three times the work of the 
primitive Egyptian plough. 

“The small farmer in the East does not want high-powered, 
expensive machinery,” the managing director said. ‘‘ My idea has 
certainly paid dividends, for Egyptian officials have been very 
enthusiastic.” 

On another stand is showing one of the many new inventions which 
have come into being as a result of a bright idea by a customer. A 
couple from Leicester, who were annoyed with the jerking and sagging 
of curtains in their living room, designed an improved fitting which 
will allow the curtains to be drawn more easily. It took three years 
before the final product was completed—curtain hooks attached to 
pairs of spherical brass rollers travelling in a tubular plastic runway. 

An aluminium and holloware manufacturer reported very favourable 
business. ‘‘ Our prices are considerably down on last year and 
business so far has been very satisfactory’’ he said on Tuesday 
morning. ‘‘ We have taken several home market orders and also 
export orders from South America and South Africa. The fact is 
that we are now in a very much stronger competitive position than at 
any time since 1939, and at the same time we are showing a larger 
than ever range of products.”” He said that there had been particular 
interest shown in the firm’s whistling kettle which was thought to 
be the lowest priced article of its kind in the Fair. 

In the kitchen utensil section a 45,000 dollar order was placed on 
Monday. ‘This was for copper-covered hardware, with an aluminium 
base, covered by thick copper, which prevents buckling and gives an 
even heat. Another product of the same firm which attracted 
American interest is a five-pint pressure cooker, claimed to be the 
smallest ever made in Britain. Representatives of the company said 
they had received many inquiries about the cookers, and firm orders 
were expected to follow. Orders from the United States were also 
promised for a new all-purpose tin opener, made by a Blackpool firm. 
Operated from a fixed wall bracket, the opener can tackle any size or 
shape of tin, providing it has a standard rim. ‘Two roller cutters 
hold the tin firmly, and work from a geared handle. As the can is 
turned by rollers, the pierced edges are smoothed over to prevent 
scratched fingers. 

A San Francisco firm of wholesale importers on Tuesday ordered 
a sample of every article shown on one stand. The samples are 
being despatched to the United States within a week, and the manu- 
facturers hope that dollar orders will follow. 
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HOME NEWS SECTION 


£3 Million Worth of U.K. Goods 


in Argentine Agreement 


HE BOARD OF TRADE announce that in accordance with the 

terms of the Protocol of December 31, 1952, supplementing the 
Trade and Payments Agreement of 1949 between Argentina and the 
United Kingdom, the Anglo-Argentine Mixed Consultative Com- 
mittee have continued to examine the trade possibilities between the 
two countries for the period of twelve months from the date of signature 
of the Protocol. 


As a result of these discussions import quotas for United Kingdom 
manufactured goods with a total value of £3,000,000 have been agreed 
in accordance with Article 8 of the Protocol. The list of United 
Kingdom goods includes office machinery, sewing machines, cameras 
and photographic equipment, diesel chassis, motor cycles and spares 
for vehicles, gramophone records and equipment, musical instruments, 
clocks and watches, pottery, glass and glassware, certain types of 
threads and yarns, and a variety of food products. 


During the talks import quotas for Argentine products, the import 
of which into the United Kingdom is subject to restriction, have also 
been agreed. 

Talks on other important aspects of Anglo-Argentine trade are 
continuing. 


Answering a question in the House of Commons on Tuesday, 
the Secretary for Overseas Trade, Mr. H. R. Mackeson stated that 
the industries concerned would be informed as quickly as possible of 
the import quotas which had been secured. The licences were to be 
issued in two equal instalments, the first £1} million by June 6, and 
the balance by September 30. 

Other Trade and Financial arrangements appear on page 900. 


Coronation Year Opens With 
Record Tourist Visits 


THE British Travel and Holidays Association state that nearly 

96 000 overseas visitors arrived in Britain during the three months 
January-March. ‘This is an increase of 10 per cent. compared with 
the same period last year. The total for the quarter included nearly 
16,000 visitors from the United States. 


Tourist arrivals during March, the latest month for which figures 
are available. were the highest ever recorded for the month. The 
month’s total of 43,000 visitors represents an increase of 21 per cent. 
compared with March 1952. 

Of the March total approximately 13,000 were from Common- 
wealth and Empire countries, nearly 8,000 from the United States, 
and 20,500 from Europe. The American figure was 37 per cent. 
higher, and the European figure 26 per cent. higher than for March 
last year. 

Visitors of nearly every nationality came in greater numbers than in 
March 1952. ‘There were 46 per cent. more French and 44 per cent. 
more German visitors and considerable increases from Austria, 
Belgium, Denmark, Holland, Italy, Norway, Spain, Switzerland and 
Central and South America. 


Building Plant Exhibition, 1953 


THE Building Plant Exhibition for 1953, organized by the Ministry of 
Works, will be held on the Goose Fair site at Nottingham from Sep- 
tember 3-9. The site is within a few minutes’ bus ride from the Civic 
Centre and the main railway stations. Building plant and equipment 
will be shown and many machines will be demonstrated in action. 
The exhibition will occupy an area of 200,000 sq. ft. and there is an 
additional area of some 20,000 sq. ft. for demonstrating tractors, 
scrapers, earth augers and powered barrows. 


Yarn Production in the Cotton Industry 


PRODUCTION of cotton, spun rayon and mixture yarn for the week 
ended April 11, which was Easter Monday week, was 15-56 million Ib., 
compared with 14-94 million Ib., for the previous week (Good Friday 
week) and 11-62 million lb. for the corresponding week of 1952. 





Imports of Rice by Private Traders 


(THE Ministry of Food have announced that Government control 
of rice will cease on July 31, 1953, and the Board of Trade now 
announce, in Notice to Importers No. 554, the licensing arrangements 
for the import of this commodity by private traders as from July 1 
next. 

2. Imports will be permitted under Open Individual Licence of 
whole and broken rice if originating in, and consigned from any 
country or territory other than :— 

Albania, Argentina, Bolivia, Bulgaria, Canada, Colombia, Costa 
Rica, Cuba, Czechoslovakia, Dominican Republic, Ecuador, 
El Salvador, French Somaliland, Germany (Russian Zone), 
Guatemala, Haiti, Honduras, Hungary, Japan, Korea, Liberia, 
Mexico, Nicaragua, Panama, Persia, Philippines, Poland, 
Roumania, Tangier, United States of America, Union of 
Soviet Socialist Republics, Venezuela. 

3. Applications on Board of Trade Form I.L.B./A (Revised) should 
be sent to the Board of Trade, Import Licensing Branch, 43 Marsham 
Street, London, S.W.1. Page 1 of the application form should be 
completed ; on page 2 only question 5 need be answered, on pages 
3, 5 and 7 only the name, full postal address, reference number of 
the applicant and the description of the commodity (rice, whole or 
broken) need be filled in. 

4. Import licences will be required by firms who intend to enter 
into commitments with suppliers outside the United Kingdom for 
imports into the United Kingdom which involve liability on their part 
to make payments abroad. For the purpose of clearing the goods 
through the Customs, the firm making the clearance need only quote 
the number of the Open Individual Licence issued to the trader who 
is paying the overseas supplier for the goods in question. Thus 
firms clearing imports of rice through the Customs but not responsible 
for paying the overseas supplier need not themselves hold licences nor 
make the returns required from licence holders (see paragraph 5 
below). 

5. Each holder of an Open Individual Licence will be required to 
make returns (including nil returns) every four weeks to the Ministry 
of Food. Instructions for making returns will be sent to those to 
whom import licences are issued. The returns will relate to commit- 
ments of the kind mentioned in the first sentence of paragraph 4. 

6. Licences will be available for imports as from July 1, 1953. 

7. Applicants are reminded that any person who makes any false 
statement, or furnishes any document or information false in a material 
particular, for the purpose of obtaining an import licence, is liable to 
a fine not exceeding £500 and/or a term of imprisonment not exceeding 
six months. 


Exemptions from Key Industry Duty 


THE TREASURY have made an Order under Section 10 (5) of the 
Finance Act, 1926, exempting the following articles from Key In- 
dustry Duty, for the period beginning April 30, 1953 to August 18, 
1953 :— 

Synthetic organic chemicals, analytical reagents, other fine 
chemicals and chemicals manufactured by fermentation processes, 
the following— 

Di-n-propylamine 

Quinidine 


Quinidine hydrobromide 
Quinidine sulphate 

Quinidine bisulphate Quinidine tannate 

Quinidine citrate tsoValeric acid 

The Order is the Safeguarding of Industries (Exemption) (No. 4) 

Order, 1953, and is published as Statutory Instruments 1953, No. 703. 
Copies may be obtained (price 2d., by post 34d.) from H.M. Stationery 
Office, Kingsway, London, W.C.2, and branches, or through any 
bookseller. 


Restriction of Flying on Coronation Day 


THE Minister of Civil Aviation has issued a regulation by which 
civil aircraft are prohibited from flying under 11,000 ft. within five 
nautical miles of Buckingham Palace from 7 a.m. (B.S.T.) and 7 p.m. 
(B.S.T.) on Coronation Day, Tuesday, June 2. The regulation also 
provides that during the same period outside this area no civil aircraft 
shall fly within the London Control Zone except under Instrument 
Flight Rules. 
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United States Team’s Report on 
British Electricity System 


REPORT on the British electricity system by a team of seventeen 

representatives of the United States electric utility industry, 

published on Monday, contains some tributes to British enterprise 
and some recommendations for improving productivity. 


The United States team visited Great Britain in 1952 under the 
auspices of the Anglo-American Council on Productivity to make a 
field study of the British Electricity Authority system. 


The visit was made on the invitation of the B.E.A. and is the out- 
come of a combined tour of the electricity utility organization in the 
United States undertaken in 1949 by two British teams (Generation 
and Transmission ; Distribution). The Report of these teams was 
published in September, 1950. 


Among the principal recommendations of the United States team 
are suggestions for the speed-up of procedures for obtaining approvals 
on new sites for steam power plants ; to lengthen the period between 
turbo-generator overhauls from three to four or five years ; to simplify 
sub-station designs so as to require smaller investments ; to allocate 
more funds for the development and promotion of rural electrification 
and to educate members of trade unions on the need for increased 
productivity to raise the workers’ standard of living. 


The report states that the number of customers in Britain at the 
close of the year 1950-51 was 13,079,473 and the net energy sold direct 
to them nearly 46,000 million kWhr., of which industrial consumers 
took approximately one-half, and domestic consumers about one-third. 
The report continues that, in general, the new plants now planned 
for 1956 are scheduled for 1-0 man per megawatt, which is not far 
from American practice. It also says that while data for exact com- 
parisons of the overall economy of all plants in the two countries are 
limited, a report for all British plants (1951) indicates a thermal 
efficiency of 21-61 per cent. against 25-32 per cent. for 258 American 
plants (1950). 


Reviewing in the main the post-war installations in this country, 
the report points out that these were designed at a time prior to to- 
day’s demands for unexpectedly large quantities of electric power and 
before the need became apparent for utmost economy in materials 
and cost. Because of the ionger time required to obtain essential 
approvals and the construction of plant in Britain, six or seven years 
in all compared with two or three in America, there is a sharp contrast 
in appearance, size and cost between these British plants and those 
being commissioned in the United States this year. 


The United States team were concerned about the size of units and 
stated that the new steam plants now being commissioned in Britain 
give an impression of large building bulk for the capacity contained. 
Plants in excess of 50 cu. ft. per kW. are common, the report said, 
compared with less than 30 cu. ft. for new American plants. 


Copies of the report are available (price 3s. post free) from the British 
Productivity Council, 21 Tothill Street, London, S.W.1, and from 
the British Electricity Authority, Trafalgar Buildings, London, S.W.1. 
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Rayon Fabrics for the 
Export Market 


CCENT on Export” is the title of an exhibition of fabrics of 

rayon and other synthetic fibres at Hamilton House, Piccadilly, 

— W.1, which opened on April 22 and will continue until 
ay 


Organized by the British Rayon and Synthetic Fibres Federation, 
the exhibition has been planned to overlap the period of the British 
Industries Fair, where the Federation are manning, at Earls Court, 
a stand designed to be an information centre on sources of supply 
relative to the rayon industry. 


Fabrics on show at Hamilton House have been selected by nearly 
30 individual firms, and they are directed primarily towards the 
export market. ‘The fabrics are mostly dress and lingerie materials, 
though one firm has contributed furnishings, and there are some 
furnishing fabrics. 


One collection near the main door gives a fair impression of the 
great variety of texture available to-day, from fire-proofed rayon spuns 
to damask brocades. Another display of woven stripes and checks 
in colours reminiscent of the country and heathland summarizes one 
of the current fabric trends—the predominance of woven stripes and 
large block checks. 


The continued influence of slub yarns is apparent everywhere, 
from the lightweight taffeta dress fabrics to the new ottoman and 
heavy tweed types—cross-dyed in many cases to give interesting 
effects and handling qualities. 


Knitted fabrics form an important part of the exhibition. One 
firm in this section exports 78 per cent. of its total production. The 
warp-knitted fabrics in both rayon and nylon may surprise the un- 
initiated, ranging as they do from light-weight lingerie cloths to 
beautiful dull jerseys and sharkskins. 


Outstanding are an example of printed jersey with a design of black 
tulips on an acid yellow background, and a black crepe jersey printed 
in gold leaf. 


Gold leaf printing is also a feature of cloths shown by another 
firm, who are displaying a border-print with a coronation coach 
design. A brocade woven with small heraldic devices and a design 
with coronation motifs for a headsquare are also to be seen. 


Prints are particularly striking in colour and design. There are 
pleasant new “‘sheers’’ made from Terylene yarn, and many contem- 
porary and traditional designs in other fabrics. One manufacturer 
sold 20,000 yards in New Zealand on first showing his material. 


In addition to the fabrics, the Ribbon Weavers’ Section of the Silk 
and Rayon Users’ Association have co-operated by cupplying ribbons 
especially designed for the export market. 
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Ta provisional Index of Industrial Production for February 
1953 published by the Central Statistical Office, is 120; this 
compares with 117 for January 1953, and 120 for February 1952. 
The table below shows the provisional figures for February, 
together with detailed indices for January and earlier dates. Several 
of the figures published earlier have been revised as further informa- 
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Index of Industrial Production 


tion has become available. 
Details of the construction of the Index are given in the Index of 
Industrial Production, Studies in Official Statistics, No. 2, which can 


be obtained at H.M. Stationery Office, Kingsway, London, W.C.2, 
and branches, price 2s. 6d. net. 


























Standard | 
Industrial | 1946 1947 
Classification 
Order Humber) | 
II XVII | All industries : sive ive oo PR? ee I 
Il | Mining and quarrying : Po bea 92 | 95 | 
IlI-XVI | Total manufacturing industries ose ab 86 | 92 
Il | Non-metalliferous mining manufactures :— | | 
China and earthenware ... ie ei 73 83 | 
Glass —t.. mig Boy Ae 
Bricks, cement, ete. an 80 95 | 
IV Chemicals and allied trades 90 92 | 
} 
V-Ix Metal, engineering and vehicle trades __... 84 92 | 
Vv Metal manufactures :—Ferrous bee 83 87 
Non-ferrous ... 89 102 | 
VI Engineering, Cnn and electrical | 
goods . : ao .. | 81 92 | 
VII Vehicles... sa 87 91 | 
Vill Metal goods, not elsewhere included 90 96 
IX Precision instruments, jewellery, etc. ... 84 98 | 
X and XII | Textiles and omy — is _ 83 | 89 
xX Textiles... ‘ vee wae bs 80 86 
XII Clothing sen 89 95 
XI Leather, leather goods and fur iia 88 100 
XII Food, drink and tobacco ve | 96 96 
Food , _ | 93 93 
Drink and tobacco as | 102 101 
XIV Manufactures of wood and cork we 95 90 | 
XV Paper and printing ... os | 90 | 96 
XVI Other manufacturing industri ries best 68 | 84 
XVII Building and contracting we | 88 92 
XVIII Gas, electricity and water ° | 91 94 | 
































| | | 1951 | 1952 | 1953 
| 1950 | 1951 1952. |———__,--_—_ —_——_—__—— 
| | | 4th | ast | 4th | Dec. | Jan. | Feb. 
| Quarter | Quarter | | Quarter | (Prov.) 
114 117 4 | 119 120 | 118 lll 117 120 
104 108 108 | 113 114 | 112 103 117 115 
116 121 116 | 122 | 123 | 119 | 113 118 121 
| | 
109 | 114 10s | 116 | #218 | 42 | 102 
113 122 105 | 131 | 126 | 104 | 102 107 
111 115 12: | 190 | 221 | 1% | HS 124 
124 134 131 | 138 | 140 137 134 
114 122 122 | 127 | 130 125 118 123 | 
110 115 18 | 117 120 121 112 
1o2 | 116 | 116 | 123'| 127 | 210 | 101 101 
| 
116 | 127 | 128 133 | 138 132 | 125 
121 | 124 123 128 | 128 | 127 | 126 
105 113 111 116 | 118 | a ! 102 109 
110 | 113 | 101 113 | 106 | 108 | 100 
117 116 99 105 | 108 108 99 
118 119 96 113 | 108 107 101 
115 11 105 9 | 109 lll 96 
103 97 86 89 89 95 89 96 
107 105 108 110 | 106 109 106 103 
112 108 114 lll | 109 115 112 112 
98 99 98 108 | 100 99 94 86 
122 127 115 122 | 116 124 | 114 
133 140 118 148 145 115 110 | 118 
116 121 119 118 
105 101 104 102 100 107 97 
116 124 127 (132 142 143 151 153 151 




















Patents Act, 1949 


NDER SECTION 35 of the Patents Act, 1949, the undermentioned 
patents were endorsed “Licences of Right” on the date specified. 














NuMBER NAMB | SUBJECT-MATTER 
APRIL 20, 1953. 
602466 | Bobard, E. sah _ ... | Mowing, reaping and reaping and 
| binding machines. 
611334 | Thorn Electrical Industries Ltd. | Luminescent materials. 
617956 | Bobard, EF. ~_ ies ... | Tractors, 
628320 | Bobard, E. Devices for controlling by hy- 
draulically or pneumatically 
the various units of an internal 
combustion engine. 
636028 | Dyson, F. Drawing instruments. 
659530 | Les Petits-Fils de Francois de | Work guide for rolling mills. 
Wendel & Cie. 
660460 | Cufalo, J. Thermally responsive _ signal 
actuating device. 
662640 | Lignes Telegraphiques et Tele- | Electronic generators of high 
phoniques, frequency alternating current. 
674988 | Ateliers de Constructions J. | Rail track elements. 
Kihm. 
681095 | Etat Francais—Ministere de la | Propellant explosives having a 
Defense Nationale, | high deflagration temperature. 
682435 | Continental Motors Corporation | Cooling of internal combustion 


| 
| engines. 


Any person who claims that the patentee at the time out endorsement 
of any of the above patents was precluded by a contract in which the 





claimant is interested from granting licences under the patent may 
apply for cancellation of the endorsement on Patents Form No. 45 
within two months after the date of endorsement. 


Cancellation of Endorsement 


Under Section 36 Notice is hereby given that the Endorsement 
“Licences of Right” upon the undermentioned Patent was cancelled 
on the antes stated :— 








No. or 


PATENT | 


SUBJECT-MATTER Dats 


GRANTEE 





503371 | Jones, R. & anr. | Improvements i in windows} April 9, , 1953 \ 
for folding hoods. i 


J. L. BLAKE, 
Comptroller-General. 


The Patent Office. 


New Air Services Approved 


THE Minister of Civil Aviation, after considering the recommenda- 
tions of the Air Transport Advisory Council, has approved, subject 5 
to certain conditions being satisfied, the operation of the following 
air services for a trial period ending ‘October 18, 1953 :-— 
An internal service on the route Birmingham-London, with 
optional traffic stops at Wolverhampton and Coventry: 
Don Everall (Aviation) Limited. 
The insertion by the British European Airways Corporation of 
a traffic stop at Birmingham on certain of their services 
between London, Edinburgh and Glasgow. 
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Questions Asked and Answered in Parliament 


Below is a selection of answers to questions of interest to industry answered in Parliament. 


THURSDAY APRIL 23 


Imports of Umbrella Handles and Sticks 


The President of the Board of Trade, Mr. Peter Thorneycroft, 
stated that umbrella handles and umbrella sticks may be imported 
from Western Europe and certain other foreign countries affected by 
our balance of payments restrictions under a quota for fancy goods 
which includes a number of other items. For the first six months of 
1953 this quota was £25,000 and for the second half of the year, 
£32,000. Some imports of umbrella handles and umbrella sticks 
may also be made under trading arrangements with certain other 
foreign countries not covered by this quota. There was an Open 
General Licence for imports of these articles from the sterling area. 
He could not estimate the number or cost of umbrella handles and 
umbrella sticks which would in fact be imported under these arrange- 
ments. 


Trade with U.S.S.R. 


The President was asked what reply he proposed to make upon the 
offer made by the Union of Soviet Socialist Republics delegate to the 
Economic Commission for Europe to further trade with the United 
Kingdom. 

He replied that officials representing the Governments of almost 
all the countries in both western and eastern Europe were currently 
re-examining, under the auspices of the Economic Commission for 
Europe, what possibilities there might be for increasing trade between 
them. Since this meeting was still in session, he was sure that the 
questioner would not wish him to anticipate its conclusions. 


MONDAY APRIL 27 


Timber Blown Down By Gales 


The Minister of Materials, Sir Arthur Salter, was asked to what 
extent his department was assisting, by stock-piling or in other ways, 
in the disposal of home-grown timber blown down in the recent gales. 

Sir Arthur referred the questioner to his reply to a question on 
April 20, as to the special licensing measures designed to assist the 
disposal of home-grown timber, and to the statement made on 
February 19 by the Secretary of State for Scotland as to stockpiling. 
The purchases by the Railway Executive would substantially affect 
the problem of blown timber for the stockpile. He proposed there- 
fore to make a statement on this question in the autumn. 

Sir Arthur Salter also stated that it was the policy of the Govern- 
ment to hold a reserve of timber, well distributed over the country, 
which would be available, in addition to stocks held by the trade, in 
any emergency in order to save shipping space, on which timber 
imports made heavy demands. In the national interest the level of 
strategic reserves was not disclosed. 


Distribution of Steel Plate 


The Minister of Supply, Mr. Duncan Sandys, said he was asking 
steel plate makers to allot a somewhat larger proportion of the available 
supplies to shipbuilders and to certain important sections of the 
engineering industries. ‘This would be facilitated by the increased 
supplies of steel plate which were now coming forward. In addition 
he had asked the newly appointed Inter-departmental Committee to 
arrange with the producers for adjustments in deliveries to individual 
consumers. 


TUESDAY APRIL 28 
Import Duty on Basic Slag 


The President was asked if, to encourage the use of phosphatic 
fertilizers, he would remove the 10 per cent. import duty on basic 
slag. The Secretary for Overseas Trade, Mr. H. R. Mackeson, said 
the Board of Trade was always ready to consider applications for 


variations in rates of import duty. In this case an application had 
recently been submitted, but the Government had not yet received all 
the information required to give the matter full consideration. 


Chief Joseph Hydro-Electric Scheme 


The President was asked if, in view of our need for dollars, he would 
make a further statement on the rejection by the United States 
authorities of the tender by the English Electric Company for 
generators and transformers at the Chief Joseph Hydro-Electric 
Scheme, Washington, in spite of this tender being $932,000 below the 
nearest United States price quoted. 

Mr. Mackeson referred the questioner to the President’s statement 
on this matter on April 20 during the debate on the Budget proposals. 
Since then the United States Secretary of the Army had stated that it 
had now been decided to call for new bids on this contract. This 
decision was also referred to by President Eisenhower at his Press 
Conference the previous Thursday. Mr. Mackeson gathered from 
these statements that the American authorities felt that they could not 
assess the comparative quality of the British and the American plant. 
He could only say that in his view every effort should be made in such 
a case to obtain the necessary information for this purpose from the 
firms concerned rather than to invite fresh bids and thus, in effect, 
give another chance to the firms whose prices were too high. 

Mr. Mackeson added that the United States Government had 
informed Her Majesty's Government of their decision and they would 
no doubt be letting them have an explanation of the reasons for which 
they decided to issue new invitations to bid on this contract. 


Exports to China 


Mr. Mackeson stated that exports to China in the first quarter of 
this year amounted to £2} million compared with £200,000 in the 
first quarter of 1952 when they were abnormally low, even having 
regard to the greatly reduced level of our trade with China at the 
present time. The larger figure this year was the result of large 
purchases notably of textiles and fertilizers, which were made last 
summer by the Chinese. While he should be glad to see trade with 
China expand provided that it was confined to goods which would not 
assist the Communists in their war against the United Nations forces, it 
was clear that in present conditions any such expansion depended 
essentially upon the trade policy of the Chinese Government and that 
there were no immediate steps which could usefully be taken by Her 
Majesty’s Government. 


North Eastern Trading Estate 


On February 28, 1953, the latest date for which official statistics 
were available, it was stated, 18,063 men and boys, 25,590 women and 
girls, making a total of 43,653 were employed in the North Eastern 
Trading Estate Company’s factories. 


Fully Fashioned Hosiery Machinery from United States 


Mr. Mackeson gave the value of licences issued for imports of 
fully-fashioned hosiery machinery from the United States during the 
six months ended April 24, 1953, as £42,000. Only imports for 
essential purposes had been licensed ; no limit had, however, been 
placed on the value of individual machines. 


Trade with Eastern Europe 


The recent trade talks in Geneva under the auspices of the Economic 
Commission for Europe between experts from Western and Eastern 
European countries were purely exploratory, Mr. Mackeson stated. 
No specific offers were made to the United Kingdom by the Soviet 
Government, but there was an amicable and useful exchange of 
information between the United Kingdom and the delegations of the 
U.S.S.R. and other Eastern European countries on the possibilities 
of expanding trade. As Her Majesty’s Government had already made 
clear, they would welcome an increase in trade in goods not subject 
to our strategic export controls and they would certainly be prepared 
to follow up any proposals made as a result of the Geneva discussions. 


(Continued on next page) 
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Registrations of British and Foreign Fil 
HE following are details of films registered by the Board of Trade under the Cinematograph Films Acts, 
1938 and 1948, during the week ended Tuesday, April 28, 1953 :— 
| | Length Date of 
Title of Film Registered in the Name of | Maker's Name | Registered No. | (feet) Registration 
BRITISH 
: General Film Distributors Ltd. Gaumont-British Picture Corp. Ltd. Br/E 17766 7838 April 22 
et Deitch ony Warner Bros. Pictures Ltd World Wide Pictures Ltd. ... ols Br/K 17767 1,686 April 23 
The Man In The Peace Tower Metro-Goldwyn-Mayer Pictures Ltd National Film Board of Canada at uvee 4 aoe = 
T 9 - 9° . see re ‘ 
oayens wag 4 senany~ A - . Australian News and Information Bureau Br/E 17782 1,527 April 25 
en Siar aaah = 3 . Br/K 17783 1.751 April 25 
Australian Diary 6263 : Br/E 17784 2'017 April 25 
ust lian Diary 6657 ° ove ” ” - Br/K 17785 1,658 April 25 
see Abom Gorn To Werk 7 : National Film Board of Canada ". =... | Br/E 17786 992 April 25 
‘Ad Dei Honorem (To The Glory of God) G.C.T. (Distributors) Ltd. ... British Controi Commission for Germany ... | Br/K 17787 1,398 April 27 
ForeIGN 
, ‘lms Ltd ns Film Polski. ' F 17765 9,420 April 22 
The Young Chopin _... : Bond F . 
y , Warner Bros. Pictures Ltd.... Warner Bros. Pictures Inc. F 17768 955 April 23 
Ko You Want To — cr <b fd > - F 17769 949 April 23 
Who's Kitten Who ... we , ove ” rs 4 iit 827 April 3 
oe oe Se Some es “ F 17772 639 April 23 
peg wed Exclusive Films Ltd. ey Lippert Pictures Inc. F 17773 5,667 April 23 
nee Fs Warner Bros. Pictures Ltd... Warner Bros. Pictures Inc. F 17774 6,341 April 24 
ye ae LL | Metro-Goldwyn-Mayer Pictures Ltd. Metro-Goldwyn-Mayer - | 1777s 963 April 25 
The Mosconi Story. an p00 “ ” , ” ” , . oe K 17776 901 April 25 
The Dog House . os ” ” , tee ve | F 17777 541 April 25 
i . sal eve ” ” F 17778 683 April 25 
a oS ae “ ‘ F 17779 710 April 25 
San Benes ess G.C.T. (Distributors) Ltd. ... U.GEP. _... capubiets F 17788 10,345 April 27 
Diary te Counts R.K.O. Radio Pictures Ltd. R.K.O. Radio Pictures Ine. ska F 17789 6,344 April 27 
Bvery Mine 6a General Film Distributors Ltd. Universal International Films Ine, F 17790 7,706 April 28 
somtnete on : se :  L. | Associated British-Pathe Ltd. Monogram Pictures Corp. ... F 17791 6,108 April 28 
Cle kittens et” baw eee ork ” . m ” F 17792 5,509 April 23 











Br/K indicates that the film & an exhibitors’ quota film. 


Questions in Parliament—(Continued) 


Exports of Engineering Products 

It was stated in the Official Report that the value of United Kingdom 
exports of engineering products (including ships) in 1951 was £969 
million and the volume was about 4 per cent. higher than in 1950. 
If export prices of engineering goods had been the same in 1952 as in 
1951 the value of the engineering products exported in 1952, which 
was £1,046 million, would have been about £100 million lower. The 
annual rate of export in the first quarter of 1953, was £994 million ; 
at 1951 prices this would have been reduced by rather more than £100 
million on a Trade Account basis. No estimate was available of the 
effect on the balance of payments. These estimates were based on the 
assumption that the volume of exports would have remained un- 
changed at the lower prices. 


Export Credits 

Asked if the President would direct the Export Credits Guarantee 
Department to assist United Kingdom merchants further by simpli- 
fying their present arrangements in relation to sales overseas of foreign 
goods, Mr. Mackeson replied, ‘Yes, Sir.” ‘To encourage earnings of 
foreign currencies it was intended that the Export Credits Guarantee 
Department should, as from May 1, dispense generally with detailed 
examination of such transactions when merchants, whose trade was 
90 per cent. or more in United Kingdom goods, sought cover for their 
trade in foreign goods. There is, of course, no change in the Govern- 
ment's general policy of refusing cover for transactions which competed 
with the sale of United Kingdom goods. 


Copper Price Reduced 


{IE Ministry of Materials announces that, following negotiations 
bi its aad suppliers in the Commonwealth, its selling price for 
electrolytic copper delivered consumers’ works was reduced from £280 
to £253 per ton with effect from April 25. Discounts and premiums 


remain unchanged. 


Assistant Official Receiver 


Board of Trade have appointed Mr. James Tye to be Assistant 
omen Sasabeat for the Bankruptcy District of the County Courts of 
Sheffield, Barnsley and Chesterfield. The appointment is effective 


from April 13, 1953. 








Publications Received 


Timber Supplies and Prospects in Europe 

“European Timber Trends and Prospects” is a study prepared 
jointly by the Secretariats of the Food and Agriculture Organization 
of the United Nations and the United Nations Economic Com- 
mission for Europe. It gives details of consumption, production, 
international trade, and future prospects. Copies are available from 
H.M. Stationery Office, Kingsway, London, W.C.2, and branches, 
price 25s. 

“European Timber Statistics 1913-1950’ compiled by the same 
two bodies is also available, price 12s. 6d., from H.M. Stationery 
Office. It is printed in English and French. 


Guide to Manitoba’s Trade 


Designed to provide local, national and world business with a com- 
prehensive guide to goods and services available in Canada’s central 
province, “‘ Manitoba Trade Directory ”’ for 1953-54 contains infor- 
mation concerning 1,650 manufacturing firms which operate in the 
province. In addition to providing information on Manitoba’s 
manufacturers, the directory includes a Trade Mark section, an 
alphabetical directory of more than 1,300 Manitoba wholesalers, and a 
list of 6,500 retailers classified according to the type of distribution. 
Copies of the directory are available free from the Department of 
Industry and Commerce, 254 Legislative Building, Winnipeg. 


Non-Ferrous Ore Dressing in the United States 


Report of the Technical Assistance Mission No. 54, published by 
O.E.E.C, in Paris is entitled ‘“‘Non-Ferrous Ore Dressing in the 
U.S.A.” Copies are available in this country from H.M. Stationery 
Office, Kingsway, London, W.C.2., and branches, price 12s. (by post 
12s. 6d.) The report is divided into two main parts, with a general 
analytical description of the ore-dressing technique in the United 
States, and a series of annexes giving the flowsheet and essential 
characteristics of the main plants visited by the Mission. 


Annual Report of Waste Paper Recovery Association. Month 
by month statistics of waste paper recovery, consumption and move- 
ment in stocks at the mills during last year are given in the “ Annual 
Report for 1952,” published by the Waste Paper Recovery Association, 
52 Mount Street, London, W.1. 
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British Standards 


Method for determining the Shrinkage of Knitted Fabrics 
and Garments Containing Wool 


B.S. 1955: ‘‘Method for determining the shrinkage of knitted 
fabrics and garments containing wool.” The method of test, which 
has been based on tentative textile specification No. 22, was originally 
published in the Journal of the Textile Institute in April, 1951. Two 
conditions of test for felting are provided, (a) a washing test, and (b) 
a milling test designed to simulate the severe mechanical action under 
the moist warm conditions which may cause felting of wool in half- 
hose during wear. 

The methods described are designed as standard laboratory tests 
to be used to correlate results obtained with apparatus such as washing 
machines or stocks capable of handling as many specimens as may be 
necessary for routine control in the mill. A convenient form of 
milling machine is comprehensively described. 

This British Standard supersedes BS/BOT 30, which was originally 
prepared as a War Emergency Specification. Price 2s. 6d. 


Brunswick or Lead Chrome Greens (Pure and Reduced) 
for Paints 


B.S. 303, for Brunswick or chrome greens, was previously issued in 
one volume with B.S. 318—‘‘Green oxide of chromium for paints.” 
The present revision is now issued as a separate publication and results 
from a review of the standard in the light of present day experience in 
the manufacture and use of the materials. 

The nature of the extender to be used in the reduced grade of the 
material is not now specified, but is to be a subject for agreement 
between the purchaser and the vendor. The limit for residue on 
sieve has been increased from 1 per cent. to 1°5 per cent. to cover 
material which, because of the colour required, contains a high 
proportion of Prussian blue. A method for the determination of 
“soluble lead’’ has been included in addition to the other methods 
for oil absorption value, colour, staining power and colour on reduc- 
tion, matter volatile at 98—120°C, matter soluble in water and acidity 
of the aqueous extract. The wording of the clauses and methods of 
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test has been correlated as far as possible with that of the other British 
Standards for pigments for paints. Price 2s. 6d. 


Lead and Zinc Chromes 


The specifications for lead chromes (B.S. 282) and zinc chromes 
(B.S. 389) have been revised as a result of the review of the technical 
requirements of the standards in the light of present day experience 
in the manufacture and use of the materials, and the necessary amend- 
ments have been made to bring the specifications up to date. In the 
new specification for lead chromes, methods of test have been added 
for the estimation of aluminium compounds and for the determination 
of “soluble lead.”” Guidance is also given on the detection of organic 
dyestuffs and lakes. 

These two standards are issued in one volume. Price 4s. 
Cyanides for Electroplating 


B.S. 622 is a new standard for cyanides for electroplating which 
differs from the original one which was published in 1935 by the 
omission of the specifications for grey potassium cyanide salts and 
sodium salts of KCN value 98/100 per cent. and the cyanide double 
salt (sodium and potassium) as no longer being of sufficient importance 
for inclusion in a British Standard. 

The document specifies the composition as well as giving limits 
for impurities. Additionally, up-to-date methods of test have been 
included. Price 2s. 6d. 

Copies of these standards may be obtained from the 
Standards Institution, Sales Branch, 24 Victoria Street, 
S.W.1. 


British 
London, 


New Work Started in Commonwealth 


Countries 
India 
Pulleys and belts 
South Africa 


Brake linings 
Boiler tubes and steam pipes 





The very LATEST 


eran’ the very BEST 
‘in DICTA TION equipment 


. % pes cate tis 


BEST fer PRICE 110 ciner aeration sysem offers s0 much and cases so ltte 
BEST for EFFICIENCY ‘éasity adaptabie to any ofice system. 

BEST for ECONOMY  cxceptionatty tow running costs. Long-life disc. 
BEST for REPRODUCTION  stagnetic recording, crystal clear reproduction. 


CALL Grosvenor 7127/8 or Mayfair 2597 for literature or six minute demonstration in your office. 


Emidicta 


E.M.I. SALES & SERVICE LTD. Emidicta Division, Dept. 2, 363/367 Oxford Street, London, W.1. 


—made by E.M.1. — ‘His Master's Voice”, 





FOR THE OFFICE... 


Records and plays back 
| —remote control — 
| telephone recording. 


FOR TRAVEL... 


Mains Portabie 95-150, 
195-250 volts A.C. or 
Battery-spring Portable 
— completely self-con- 
tained. 


Marconiphone, Columbia 
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730,000 


NEW BEARINGS 
& E«-stock © 


All types of Bearings for all uses—one of the 
largest and most varied stock in England. 
We supply to most Internationally known 
Manufacturers of Cars, Furniture, Machinery, 
Radio, Oil, Aircraft, Farming Equipment, 
Electrical Equipment, Shipping, etc.; Civil 
Engineers, Government Departments at 
Home and Overseas. 





Immediate Shipment to Most Parts of the 
World 


STOCK LISTS AVAILABLE 


CLAUDE RYE BEARINGS 





By Order of The Road Haulage Executive 


NORTH EASTERN DIVISION 


DIVISIONAL VEHICLE POOL, 
MIDLAND GOODS YARD, 
MILL STREET WEST, DEWSBURY, YORKSHIRE 


SALE by AUCTION 


at the above address of 


475 
Motor Vehicles 
and Trailers 


including 
Petrol-driven Trucks by Fordson, 
Morris, Albion, Bedford, Dodge, 
Leyland, Austin, etc., Tractors 
and Artic. Trailers, 3 Saloon Cars, 
4+ Tons of Batteries 
Diesel-driven Trucks by Foden, 
E.R.F., A.E.C., Leyland and 
Thornycroft. Trailers by Dyson 





which will be sold at 11 a.m. each day on 
Wednesday and Thursday 
6th and 7th May, 1953 


HEPPER & SONS 


View days: Monday and Tuesday 4th and 5th, 9 a.m.—4 p.m. 
each day, and Sale mornings till 11 a.m. 
Catalogues (6d.) from 
Chartered Auctioneers, Chartered Surveyors 
HEPPER & SONS 
HEPPER HOUSE, EAST PARADE, LEEDS 1, YORKSHIRE 
Tel. : 31241/2 














895-921 FULHAM ROAD, LONDON, S.W.6 
RENOWN 6174 (20 LINES) 
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ITT 











M. URBAN (TRADING) LTD. 


EXPORTERS 
to all parts of the World 


* Furnishing and Household Textiles 
*« Domestic Linens 
* Parachutes and Parachute Cord 
* Ex. Govt. Surplus Clothing 
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ACHINE TOOLS and miscellaneous stores being sold at 
Ministry of Supply Storage Depot, Rotherwas, Hereford on 
Thursday May 7, will include canvas hose, old canvas, predictors, 
batteries, transformers, switchboards, petrol pumps, chain blocks, 
incinerators, height and range finders, grinding machines, planing 
machines, generator sets, Deepwell pumping sets (diesel, petrol and 
electric), swarf crusher, chain stretcher, crankshaft regrinders, scrap 
rubber, webbing, rope and cordage, milling machines, electric boiling 
table, cylindrical waxed cardboard containers 18 in. x 4 in. with 
metal base and lid, degreaser and tank, steel racking, oil, cowl vents, 
tyres and tubes, skid chains, gear grinders, paints, primers, graphite, 
lacquer, thinners, mobile rail crane (3 ton cap. petrol driven), boring 
machine, 2,000 ton hydraulic press, lathes and drilling machine. 
Also vibrators, battery chargers, shot blast cabinets, oil storage 
tanks, electric platform trucks, wrenching machine, operating tables, 
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Forthcoming Government Auction Sales 








1953 Stores | 
May 7 Machine tools and miscellaneous stores 
May 14-15 Machine tools and miscellaneous stores 
London, 8.E.18. 
j May 19 Machine tools and miscellaneous stores 








May 29 Electrical and radio stores, machine tools | Base Ordnance Depot, Bicester, Oxon. 
and miscellaneous stores. 
June 11-12 | Machine tools and miscellaneous stores The Technical Stores Sub-depot, Old Dalby, 
Melton Mowbray. (Sale at the Auction 
Assembly Rooms, 1, Norman Street, Melton 
Mowbray.) 
July 16 Machine tools and miscellaneous stores M.O.8. Storage Depot, Ruddington, Notts. 
All the above sales have been previously announced in the Board of Trade Journal. 
Newly Arranged Sale 
June 16-18 | Vehicles - wae i .«. | M.O.8. Storage Depot, Ruddington, Notts. 


Main Location 


M.O.S. Storage Depot, Rotherwas, Hereford . 
M.O.S. Storage Depot, Royal Arsenal, Woolwich, 
M.O.S. Sub-depot, Lily Lane, Byley, Nr. Middle. | 


{ "| “wie, Cheshire, (Sale at New Islington Hall, | 
Ancoats, Manchester.) 
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voltage regulators, resistances, switches, inductors, M.T. spares, 
silver spruce balsa and plywood, knee caps, roof felt, bicycles, tents, 
ground sheets, junction boxes, filter powder, paper rolls, aerial bases, 
connectors and rods, Matrix end threading machines, power supply 
units and radio equipment, drawing and surveying equipment, 
celluloid and Perspex sheets, oil cans, electric motors, gloves, boots 
and shoes, suspenders, signalling lamps, nuts, screws, rivets, etc., 
waterproof covers, “follow-up” motors, cash register, welding rods 
and stethoscopes. 


Details of this and other sales arranged by the Ministry of Supply 
will be found in the list below. Catalogues, which admit two persons 
on view days, and one person on sale days, can be obtained from 
the auctioneer, approximately fourteen days prior to the date of 
the sale, price sixpence (Postal orders only). 


Auctioneer 





Russell, Baldwin & Bright Ltd., 20 King Street, 
Hereford. (Tel. : 2184.) 

Fuller, Horsey, Sons & Cassell, 10 Lloyd's Avenue, 
Fenchurch Street, London, E.C.3, (Tel. : 
Royal 4861.) 

J. H. Norris & Son, 9 Albert Square, Manchester,2. 
(Tel. : Blackfriars 8373.) 


Midland Marts Ltd., Market Square, Bicester. 
(Tel. : Bicester 73.) 

Shouler & Son, 1 Norman Street, Melton Mow- 
bray, Leics. (Tel.: 81.) 


Walker, Walton & Hanson, Byard Lane, Bridle- 
(Tel. : 47271.) 





smith Gate, Nottingham. 


Walker, Walton & Hanson, Byard Lane, Bridle- 


smith Gate, Nottingham. (Tel.: 47271.) 








Air Ministry 


G OVERNMENT Surplus stores and equipment lying at No. 35 
Maintenance Unit sub-site, Royal Air Force, Bowlee, Lancashire, 
and No. 61 Maintenance Unit, Royal Air Force, Handforth, Cheshire, 
will be sold at Royal Air Force, Bowlee, on Wednesday, May 6, 1953, 
commencing at 11 a.m. 
This sale, by public auction, will include parachutes, sighting heads, 
fusing units, hydraulic pumps, cable, control panels, compressors, 











rectifiers, connectors, junction boxes, generators, fuel pumps, 
1953 Stores 
May 6 Miscellaneous stores and equipment | 
May 13 Miscellaneous stores and equipment 
' Stafford. 





Location 


No. 16 Maintenance Unit, Royal Air Force, 


transformers, Loraine crane spares, charging sets, filters, felt, 
waterproof covers, clothing and footwear, fabric dust covers and 
greaseproof paper wrap. 

Details of this and other sales arranged by the Air Ministry will be 
found in the list below. Catalogues which admit two persons on view 
days and one person on sale days, can be obtained from the auctioneer 
within ten days of the advertised date of each sale, price sixpence 
(Postal orders only). 





Auctioneer 





No. 35 Maintenance Unit, Royal Air Force, | Brady & Son, 17 Warren Street, Stockport. 
Heywood, Lancs. (Auction Site, Bowlee.) | 


(Tel. : Stockport 2252/3.) 
| C. W. Provis & Sons, 2 Booth Street, Albert 
| Square, Manchester, 2. (Tel.: Central 2800.) 
South & Stubbs, Bank Passage, Stafford. (Tel. : 
Stafford 82.) 





The above sales have been previously announced in the Board of Trade Journal. 











CaSO,2H,O 











| == CRUSHED GYPSUM ROCK == 


From 100 million ton deposit of highest purity 
Rapid loading rate, 500 tons per hour, deep Water Berthing. 
Ships of any size accommodated. Any quantity. Any time. 
BELLROCK CARIBBEAN LTD., Harbourhead, Windward Road, JAMAICA, B.W.I. 


Cables: GBelirock Jamaiea. 


CaSO,2H,O 


Phone: Kingston 2023 
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OVERSEAS TRADE SECTION 


Impressions from a Recent 


2 May 1953 


Tour of the United States 


by Lord Rochdale, O.B.E, 


The article below has been written for the Board of Trade Journal by Lord Rochdale, a Vice-President of the National Union 
of Manufacturers, who has recently visited the United States, where he has given a series of lectures to industrialists on 
behalf of British Information Services. The views expressed are the author's. They are not necessarily those of the Board 
of Trade, and should not be regarded as including statements of policy of Her Majesty's Government. 


AVING recently returned from a tour of the United States, in 

which I visited many of the industrial cities in the East and 

Middle West and had the privilege of addressing a number of 
audiences, principally business men’s clubs, I am glad of the 
opportunity to put down a few of my impressions, which I hope may 
be helpful. 

It was some months earlier that I had been invited, through the 
Foreign Office, to undertake this tour on behalf of the British Informa- 
tion Services and after careful thought I decided to take Mr. Butler’s 
slogan “ Trade not Aid” as the main theme for my lectures ; little 
did I realise then, however, how topical I was to find that title when I 
actually arrived. 

In my talks I attempted to show that this was not just a neat slogan, 
but a very real challenge to British industry and I tried to show how 
its achievement called for a far greater effort and output than was 
necessary before the war and how we were attempting, with no little 
success, to suit our actions to our words. I emphasized that we are 
not asking the American public to buy more from us as a charitable 
gesture ; all we ask is that our exports may have a fair opportunity 
to compete and prove their value. 

I have often heard it suggested that it is the common language 
that we share with the United States that could so easily tend to 
separate us and I have certainly had many opportunities for 
appreciating how near to the truth that might be. We are probably 
guilty on both sides of the Atlantic of thinking that, because we have 
a@ common language, views expressed and criticisms made must be 
based on as accurate a knowledge of the circumstances on the other 
side as we have ourselves, when in fact it is largely ignorance that 
accounts for so much misunderstanding and unnecessary criticism. 


Friendly Welcome 


Wherever I went, I invariably met the most outspoken friendliness, 
welcome and admiration for what we are doing, an attitude for which 
all British officials in the United States can claim a very real share of 
credit. We should, however, be deceiving ourselves if we failed to 
realize that probably from ignorance of what we have achieved in 
such ways as re-equipment and new investment in industry, increased 
output and exports, development of new industries, the size of our 
re-armament effort and increased production of food at home, there 
are those in the United States who would condemn us as a finished 
country and as unwilling to do for ourselves what is necessary for 
our future, expecting the United States to pull us through. 

Such a point of view judged from my experience in the few weeks 
that I was in the States, seemed to be very much the exception, yet 
the fact that it can be heard and can appear in the press, is sufficient 
indication that it exists and needs to be tackled. 

When I reached New York in late January, I was frankly amazed 
at the apparent extent to which the idea of “‘ Trade not Aid” had 
caught the public imagination ; over and over again I would pick 
up some newspaper or journal and find reference to it, and indeed I 
seemed to trace evidence that even while I was there the idea was 
gaining ground. 

The Statement of Policy published in November 1952 by the 
Detroit Board of Commerce, the outspoken address by Mr. Henry 
Ford in Chicago in February (both of which came right out into the 
open in favour of free trade), the recent Report of the Public Advisory 
Board for Mutual Security headed by Mr. Daniel Bell (which set out 
convincingly the advantages to the United States of a liberal com- 
mercial policy), the favourable theoretical support which I sensed 
was gaining ground in the thinking of many universities I visited, are 
most significant. And these are not the only pieces of evidence. 
One American business man, with important interests on both sides 
of the Atlantic, was able to bear evidence to a demand for ‘‘ Buy 





British ” to be labelled on goods for the American market where 
previously it had purposely been excluded. All this evidence points 
to the growing realization that if Britain and other countries of the 
Sterling Area and Europe are to be reliable partners, either the 
United States must be prepared to continue to finance their purchases 
of her exports or she must be prepared to accept more of their products 
in payment. 

Whilst, therefore, there is certainly a growing and not unimportant 
body of opinion in favour of easing the tariff barrier, even with some 
enthusiasts of removing it altogether, yet it would be entirely to 
misjudge the situation to think that free entry of goods into the 
United States was just round the corner. Opinion has certainly 
moved a long way, but there are still many individual interests who 
through ignorance of their own tariff laws or for some other reason 
are working against such a policy. 


Reciprocal Trade Agreements 


In a recent message to Congress, President Eisenhower recom- 
mended that the Reciprocal Trade Agreements Act, which is the basic 
legislative instrument through which United States commercial 
policy is worked, should be renewed in its present form for one year 
only, as an interim measure while the Administration clears its mind 
as to its future policy in these matters. To this end, an executive 
legislative commission is expected to make a thorough examination 
of the problems. But the short term position is by no means settled. 
Congress may well have their own views about what is the most 
desirable thing to do ; and indeed, at the moment, the Congressional 
Committee concerned has elected to conduct hearings, not on the 
Administration’s straightforward Bill to extend the Trade Agreements 
Act in its present form for a year, but on the so-called Simpson Bill 
which, although it would renew the Act for a year only, would at the 
same time give it a strongly protectionist flavour. This present 
state of affairs well illustrates the conflicting views on future United 
States commercial policy not only in Congress but in the United 
States at large. 

Conversely if, as a result of the lowering of obstacles to United 
States imports and perhaps also a greater flow of American capital 
both into this and other Commonwealth countries for dollar earning 
and dollar saving development, our position becomes no longer one 
of chronic deficit, then the liberalization of trade, which at first may 
seem somewhat of a one-way stream into the United States, will 
have to become increasingly two-way ; in other words we and other 
countries must not forget that the ultimate aim of all of us is the 
re-establishment of multilateral trade, which will mean re-opening 
our doors to American goods. Against this time, when we would face 
competition in our home market, and immediately to compete in the 
United States and in third markets, the needs are clear: they are 
not only intensified efforts on the part of our industries to increase 
their competitive ability, but an even greater adaptability towards 
new methods and new industries, which can seldom be achieved 
without some degree of uncomfortable adjustment, even redundancy, 
both for capital and labour. 


Changed Pattern of Industry 


At home we are rather proud of the way in which we have already 
changed the pattern of our industry, developing new and expanding 
others where increased demands have arisen, yet I found this far from 
recognized in the States. Indeed, I sensed an underlying belief that, 
excellent as the design and quality of many of our traditional and even 
some of our modern products might be, many of them were made on 
out-of-date and worn out machinery and that we had not really 
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devoted all our energies to bringing ourselves up to date on an 
adequate scale. 

Were we really prepared to pay more than lip service to putting into 
practical use the lessons brought out by the Anglo-American Produc- 
tivity Council and the productivity teams ; were we not so hemmed in 
by Government controls that it was virtually impossible for any 
enterprise to show what it was worth ; were we not so burdened with 
taxation needed to pay for the welfare state that there could be little 
or nothing left over for saving and investment which was after all 
the lifeblood on which British industry had grown in the past ; were 
we not riddled with restrictive practices, the effects of cartels, price 
rings and generally with attempts of one kind or another to bolster 
up our outdated status quo? 

These are serious criticisms that urgently need rebutting ; unless 
our American critics can be satisfied that we really mean business 
and will be able to stand on our own feet and meet the increased 
competition that an ultimate two way liberalization of our trade would 
mean what is the use they may reasonably ask of America making a 
start by opening her barriers unilaterally now ? 

Certainly there is no smoke without a fire ; there may well be some 
element of justification in these criticisms, yet they ignore com- 
pletely the immense strides that have been taken, the changes and 
new developments that have been achieved, and the luxuries that 
have been foregone to make many of these possible. I formed the 
opinion that at any rate one way in which we perhaps have fallen short 
has been in failing to let the world know how much we have in fact 
achieved during the post-war years. 


Business Men Can Help 


There will be few who would dispute that the free flow of travellers 
across the Atlantic in both directions is probably the best medium for 
explaining our problems, showing our achievements and learning 
something of the other man’s point of view; yet clearly, as our 
Ambassador in Washington so cogently remarked at the Pilgrims 
dinner in New York earlier this year, this is another of the less 
obvious problems that the dollar gap makes so difficult to solve. 

It would seem as if here we really have got ourselves into some- 
thing of a vicious circle, yet is there not a good deal that a great many 
British business men themselves can do to help? Why should not 
those who are granted a dollar allotment to visit the United States on 
business undertake to address one or two meetings while over there, 
discussing perhaps their current business experiences and problems. 

It might not be—it probably would not be—of any direct benefit 
to them as individuals, yet from the general standpoint there can be 
no doubt of the potential advantage to be gained. Personal 
experience is always worth far more than secondhand information, 
however well British officials may be able to pass it on. 

If it be felt that this is placing too much burden on already over- 
worked business men, there is little doubt that British Information 
Services would be only too ready to assist with suitable arrangements 
and advice on topics to be discussed, and surely there are few who 
would not get a degree of pleasure in tactfully disabusing their 
audiences on such outdated ideas as that half our week is taken up 
with the legendary British “ long week-end”’! 

There is, however, another way in which individuals, and in this 
case a far greater number, can help. The B.I.S. are themselves 
undoubtedly doing a splendid job of work by bringing to the attention 
of the American public some of our achievements at home ; that work, 
however, depends for its success on being fed with up-to-date 
information. 


Breeding Confidence 


As a nation we are inclined to be reticent about what we are doing, 
yet under present-day circumstances, if we are reasonably to expect 
the United States to play with us, to invest in us, to lower their tariffs 
to us and indeed to direct their economy so that in some respects it is 
complementary with ours and the other sterling area countries, 
then we must do our utmost to see that they have reason for confidence 
in us as worth-while partners. 

Every successful British business enterprise can help here by 
telling its story ; this may not seem easy, especially for some of the 
smaller firms, but if through the principal trade associations, working 
perhaps with the Board of Trade, B.I.S. could receive more up-to- 
date and authentic records, perhaps with photographic illustrations, 
of recent developments and adaptability, of plant modernizations, of 
increasing productivity perhaps by the introduction of American 
methods, of successful collaboration between management and trades 
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unions on some special project, of increasing opportunity for enter- 
prise as Government controls are dropped, the potential value to be 
gained might be immense. 

There is, of course, the other practical side, the automatic advertise- 
ment that comes of good service and increasing evidence of British 
goods in the shops. I sensed the doubt that, with notable exceptions 
of course, would-be British exporters to the United States were 
prepared to give it that degree of effort and priority that successful 
entry and establishment in that market demanded. It is no use 
expecting to be able to enter and leave this market as and when it 
may suit, or to use it as a sort of overflow for surplus production. 
Trading in the American market can clearly only be undertaken with 
any hope of success as part of a carefully calculated long term policy, 
with goods designed for the American market, packed and advertised 
in the American style and available at the time and in the quantity 
required, all of which will almost certainly involve some capital 
investment. 

That it can be done is proved by the many firms that have made a 
success of it, but should any feel that they are too small to launch 
out on their own, surely there is always the possibility of some co- 
operative arrangement with other firms in the same or some different 
trade, and there certainly is a wealth of experience and advice to be 
gained through trade associations at home and the British Trade 
Promotion Centre in New York. 

Such has been the general feeling with which I have come away 
from the United States. That whilst all at home may generally 
agree that our future is dependent on increased productivity, lower 
production costs, greater adaptability and willingness to adjust 
ourselves to new demands, that alone may not be enough. So long 
as there are many commodities that have to be bought and paid for 
in dollar markets, something more is required, the importance of 
which we shall be ill-advised to belittle. It is to make sure that our 
American friends across the Atlantic are given no excuse for doubting 
the sincerity of our purpose and for being ignorant of the extent of 
our efforts and the degree of success that we have already achieved. 


COMPANY 
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Spotlight on Australia 


To meet the requirements of those contemplating business or 
manufacture in Australia, two booklets have been issued by the 
Australia and New Zealand Bank Limited. 
“industrial Australia ""—containing authoritative information on 
industrial resources, markets, labour and finance. 
**Company Formation in Australia "—a general guide to Company 
Law, with notes on current taxation. 
Copies of these booklets will gladly be sent on request. 


AUSTRALIA AND NEW ZEALAND 
BANK LIMITED 


In which are merged 
la Limited and The Union Bank of Australia 


don, E.C.3, 


Limited 


The Pank of Austral 
Head Office: 71 Corn Lo 
Branch Olfices in London 

4 Threadneedle Street, E.C.2. 
635 W.C.2 


Telephone: Avenue 1281 


ant 


6 Alcemarle Street, Piccadilly, W.1. 
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Information for United Kingdom Exporters 


RIEF details are given below of overseas inquiries for United 
Kingdom products, contracts open for tender, reports on com- 
mercial conditions abroad, export trade openings, etc., which 
have been issued by the Commercial Relations and Exports Depart- 
ment (Industries Branch) of the Board of Trade to subscribers to the 
Special Register Information Service. 
The subscription to the Information Service is £2 10s. a year 


and membership is open to United Kingdom manufacturers and 
exporters. 

Intending subscribers can obtain a copy of any particular 
Special Circular listed and a membership application form from 
the Commercial Relations and Exports Department (Industries 
Branch), Board of Trade, Room 5375, Horse Guards Avenue, 
Whitehall, London, S.W.1. 


Calls for Tenders 


Inquiries connected with the calls for tender mentioned below should be addressed to the Commercial Relations and Exports 
Department (Industries Branch), Board of Trade, Horse Guards Avenue, London, S.W.1. (Tel. : Trafalgar 8855.) Room 
numbers and telephone extensions are as indicated ; reference numbers should always be quoted. 


Supply and Delivery of Transformers for Queensland State 
Electricity Commission, Brisbane, Australia ; closing date July 1, 
1953. Copy of specifications and tender documents now available 
in Room 6168, and further copy available on loan in order of applica- 
tion. Reference C.R.E. 13865/53 (Ext. 2413). 


15 Omnibus Chassis for the Brisbane City Council, Australia } 
closing date May 15, 1953. Specification and conditions of tender 
in Room 6174 and a further copy available on loan in order of applica- 
tion. Reference C.R.E. 14871/53 (Ext. 2701). 


Low Tension Switchgear for Townsville Regional Electricity 
Board, Brisbane, Australia ; closing date July 8, 1953. Tender 
documents and specifications in Room 6168 and further copy available 
on loan in order of written application, Reference C.R.E. 14872/53 
(Ext. 2413). 

Rotary Test Meters for the Brisbane City Council, Australia ; 
closing date June 12, 1953. Specifications and conditions of tender 
in Room 7172 (Ext. 7815). Reference C.R.E. 14873/53. 


Equipment for Unit Type Sub-stations for Sydney County 
Council, Sydney, Australia ; closing date, June 4, 1953. Amend- 
ment to specifications. ‘Tender documents in Room 6168. Reference 
C.R.E. 7249/53 (Ext. 2413). 


Sewage Pumping Plant for the City Council of Nairobi, British 
East Africa ; extension of closing date from May 11 to June 1, 1953. 
Reference C.R.E. 8134/53 (Ext. 2934). 


1,500 Reams of Carbon Paper for Ministry of Finance, Colombo, 
Ceylon ; closing date June 30, 1953. Tender documents in Room 
6164. Two further copies available on loan in order of application. 
Reference C.R.E. 14984/53 (Ext. 2507). 


Portable Electric Power Generating Units for Ministry of 
Finance, Athens, Greece ; closing date May 2, 1953. Amendment 
to specification. ‘Tender documents in Room 7154. Reference 
C.R.E. 24521/52 (Ext. 2934). 

Fire Extinguisher Charges, Chemical substances, Hydraulic 
gear, Oil and Furniture Polish for Ministry of Finance, Athens, 
Greece ; closing date May 16, 1953. ‘Tender documents in Room 
6176 and copies available on loan in order of application. Reference 


C.R.E. 14973/53 (Ext. 2704). 


For the Directorate-General of Supplies and Disposals, New Delhi, 
India, the following :— Reference. 
Pneulec Royer or similar, ° 
sand aerating machine ... May 12, 1953 C.R.E. 14375/53. 
Tender documents and specification in Room 6170 (Ext. 2513/4) ; 
further copies available on loan in order of application. 
Generating Plant ie ... June 3,1953 C.R.E. 14186/53. 
Tender documents in Room 7154 (Ext. 2934). 
5,000 One-Key Cast Iron 
Anticreep Bearing Plates... May 12,1953 C.R.E. 14818/53. 


198 Sets Combination Fish- 


Closing Date. 


plates pee ..» May 13,1953 C.R.E. 15178/53. 
Dog and Crib Spikes ... ... May 14,1953 C.R.E. 15174/53. 


Tender documents in Room 6176 and a further copy available on 
loan in order of application (Ext. 2501). 
Wire and insulators for tele- 


graph and telephone lines May 15, 1953 C.R.E. 13958/53. 





Tender documents in Room 7170 and further copies available on 
loan in order of application (Ext. 7811). 


Telephone Cable and Acces- 
sories... ee as ... May 20,1953 C.R.E. 13956/53. 
Tender documents and specification in Room 7170 (Ext. 7811). 
Carbon Brushes and Copper 
Contact Strips pata ... May 29, 1953 C.R.E. 15172/53. 
Tender documents and drawings in Room 6168 until May 9, 1953, 
after then available on loan in order of application (Ext. 2413). 


Valve Voltmeter and Signal 
Generator ee ... May 15,1953 C.R.E. 14921/53. 
Specification and conditions of tender in Room 7172 (Ext. 7815). 


Diphtheria Antitoxin for Ministry of Health, Baghdad, Iraq; 
closing date May 20, 1953. Tender documents in Room 6176, 
further copies available on loan in order of application. Reference 
C.R.E. 14414/53 (Ext. 2704). 


155 KM of Baghdad-Kirkup Road for Development Board, 
Baghdad, Iraq; closing date July 11,1953. Tender documents and 
specifications in Room 6168 until May 9, after then available on loan 
in order of application, Reference C.R.E, 13523/53 (Ext. 2413). 


Two Motor buses and Two motor chassis for City of Luxem- 
bourg, Luxembourg; closing date May 12, 1953. Tender 
documents (in French) in Room 6174 and a further copy available on 
loan in order of application. Reference C.R.E. 14918/53 (Ext. 2702). 


One 10 ton Electric Overhead Travelling Crane for the Ministry 
of Works, New Zealand ; closing date June 9, 1953. Specification 
in Room 6164 and a further copy available on loan in order of applica- 
tion. Reference C.R.E. 15046/53 (Ext. 2507). 


Electrical Material for Transformer Cabin for Vila Pery, 
Lourenco Marques, Portuguese East Africa. Extension of closing 
date from April 9 to May 11, 1953. Tender documents in Room 6168. 
Reference C.R.E. 7639/53 (Ext. 2413). 


One Continuous Type Oil Fired Furnace for South African 
Railways, Johannesburg, South Africa ; closing date May 21, 1953. 
Tender documents and specification in Room 6170. Reference 
C.R.E. 14402/53 (Ext. 2513/4). 


Miscellaneous Hardware and Tools for Cape Provincial 
Administration, Cape Town, South Africa ; closing date May 8, 
1953. Tender documents in Room 6164 and two further copies 
available on loan in order of application. Reference C.R.E. 14766/53 
(Ext. 2506). 


37 Electric Motor-Driven Forge Fans for the South African 
Railways ; closing date May 21, 1953. ‘Tender documents in Room 
6170 (Ext. 2513/4). Reference C.R.E. 14789/53. 

Miscellaneous Hardware for the Cape Provincial Administration, 
South Africa ; closing date May 15, 1953. Specification in Room 
6164 and further copies available on loan in order of application. 
Reference C.R.E. 14767/53 (Ext. 2506). 

12 Air Compressors for the South African Railways ; closing 
date May 21, 1953. Tender documents and specifications in Room 
7154 (Ext. 2934), Reference C.R.E. 14401/53. 

Motor Vehicle Accessories and Tools for the Cape Provincial 
Administration, South Africa ; closing date May 15, 1953. Tender 

(Continued on next page) 
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documents in Room 6174 and two further copies available on loan 
in order of application. Reference C.R.E. 15296/53 (Ext. 2701). 


4,000 Friction Bolster Springs for South African Railways, 
Johannesburg, South Africa ; closing date July 9, 1953. Tender 
documents in Room 6176 until May 23, after then available on loan 
in order of application. Reference C.R.E. 14266/53 (Ext. 2501). 

Two Electric Derrick Cranes for Royal Irrigation Dept., Bangkok, 
Thailand ; closing date May 25, 1953. Tender documents in 
Room 6164 and further copy available on loan in order of application. 
Reference C.R.E. 14876/53 (Ext. 2507). 
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Design, Manufacture and Delivery of Two 3,000 kVA Station 
Service Generators for Corps of Engineers, United States Army, 
Seattle, United States of America ; closing date May 15, 1953. 
Tender documents and specifications in Room 6168 and further 
copies available on loan in order of application. Reference C.R.E. 
14662/53 (Ext. 2413). 


Design, Manufacture and Delivery of 480 Volt Main Dam 
Switchgear for Corps of Engineers, United States Army Seattle, 
United States of America ; closing date June 5, 1953. Tender 
documents and specifications in Room 6168 and further copies 
available on loan in order of application. Reference C.R.E. 14608/53 
(Ext. 2413). 


Export Opportunities, Market Surveys, Ete. 


United Kingdom firms interested in the export opportunities, market surveys, etc., referred to below, can obtain further 
information on application to the Commercial Relations and Exports Department of the Board of Trade (Room 5373), 


Horse Guards Avenue, Whitehall, London, S.W.1. 


Australia 
Inquiry for planes, chisels, spanners and similar car tools. (Ref. : 
Com. 7797.) 
Belgium 
Economic report, March 1953. (Ref.: Mar. 2805.) 
Canada 
Agency inquiry for twist drills. (Ref.: Com. 7778.) 
Agency inquiry for toffee and chocolate. (Ref. : Com. 7783.) 
Inquiry for men’s wool mufflers. (Ref. : Com. 7794.) 
Cuba 
Inquiry for fancy goods and novelties. (Ref.: Com. 7781.) 


Denmark 

Economic report, January-February 1953. 
Dominican Republic 

Inquiry for hand tools, door hinges, lathes, locks and knockers. 
(Ref. : Com. 7788.) 


Egypt 
Agency inquiry for motor vehicle accessories. (Further information) 
(Ref. : 7630A.) 
Finland/Norway 
Trade agreement, 1953. (Ref.: Gen. 911.) 
France 
Economic report, March 1953. (Ref.: Mar. 2804.) 


Germany 
Import Committee Publication No. 1292. (Ref. : Mar. 850/307.) 
Import Committee Publication No. 1293. (Ref.: Mar. 850/308.) 
Import Committee Publication No. 1300-1301. (Ref.: Mar. 850/309.) 
Hong Kong 
Inquiry for door and window furniture. 
India 
Inquiry for flax canvas hose. (Ref.: Com. 7776.) 
Economic report, March 1953. (Ref. : Mar. 2796.) 
Note on publication by H.M. Stationery Office of Overseas Eco- 
nomic Survey. (Ref.: Gen. 912.) 
Japan 
Economic report, March 1953. (Ref.: Mar. 2800.) 
Lebanon 
Agency inquiry for confectionery. (Ref.: Com. 7784.) 


(Ref. : Mar. 2798.) 


(Ref. : Com. 7796.) 


(Tel. : Trafalgar 8855. 


Mexico 

Economic report, February-March 1953. (Ref. : Mar. 2802.) 
Netherlands 

Agency inquiry for babies hair brushes and sponges. 
Com. 7795.) 
Netherlands/Italy 

Trade agreement valid until May 31, 1953. (Ref.: Gen. 915.) 
New Zealand 

Agency inquiry for earthenware dinner services and tableware, 
artificers’ tools and portable electric hand tools. (Ref. : Com. 7785.) 

Agency inquiry for ladies’ fabric gloves. (Ref.: Com. 7790.) 
Portuguese West Africa 

Agency inquiry for penknives, enamelware, hardware, silk and 
cotton textiles, khaki drill, mouth-organs, rubber balls, slide fasteners, 
motor car tools and hoes. (Ref. : Com. 7777.) 
Rhodesia N. & S., & Nyasaland 

Economic notes, March 1953. 
S. Africa 

Union Tender and Supplies Board, supply of accumulators, lead, 
sulphuric acid, sealed type. (Ref. : Gen. 914.) 
Sweden 

Economic report, March 1953. 
Turkey 

Economic report, March 1953. (Ref.: Mar. 2799.) 


United States 

Agency inquiry for various types of confectionery, such as toffee, 
mints, etc. (Ref. : Com. 7774.) 

Inquiry for genuine cow horn shoe lifts. (Ref. : Com. 7775.) 

Inquiry for prefabricated houses. (Ref. : Com. 7779.) 

Inquiry for watches. (Ref.: Com. 7780.) 

Inquiry for twist drills. (Ref. : Com. 7782.) 

Agency inquiry for brassware and pottery. (Ref.: Com. 7786.) 

Inquiry for leather goods. (Ref. : Com. 7787.) 

Inquiry for tungsten, carbide tips and tools. (Ref. : Com. 7791.) 

Inquiry for silver plated ware. (Ref. : Com. 7792.) 

Inquiry for decorative brass and copperware, figurines, bone china 
and household accessories. (Ref.: Com. 7793.) 


Venezuela, Colombia, Dominican Republic, Cuba & Mexico 


Pamphlet giving brief review of report of United Kingdom Trade 
Mission. (Ref. : Gen. 916.) 


Ext. : 2870.) 


(Ref, : 


(Ref. : Mar. 2795.) 


(Ref. : Mar. 2803.) 








GOVERNMENT SURPLUS STOCK 


A wide range of New and Second-hand Goods for disposal 
S. ZIMMERMAN & SON LTD., 228 Cable Street, London, E.1 


WHOLESALE RAG, METAL & GENERAL MERCHANTS 
Telephone: STEPNEY GREEN 4861-2-3 





Cables: ZIMMERAGS, LONDON 
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Trade and Financial Arrangements 





Anglo-Spanish Trade Discussions 


THE Anglo-Spanish Consultative Committee on trade have been 
meeting in Madrid to consider certain problems affecting the trade 
exchanges between the two countries. These meetings, which were 
attended by a representative of the United Kingdom Board of Trade, 
showed that while receipts by the Spanish authorities of sterling 
during the first three months of the year had been very disappointing, 
there was no reason to fear that Spanish sterling earnings in 1953 
would be less than in the previous year. 

The Spanish authorities undertook to make every effort to maintain 
the balance between Spanish imports of essential and less essential 
goods envisaged in the trading arrangements for 1953 which were 
drawn up last December after discussions between representatives of 
the two Governments. 


The Netherlands and Italy 


further Protocol to the Trade Agreement of March 31, 1951, 
between the Netherlands and Italy was signed at The Hague on 
January 20, 1953, and is valid until May 31, 1953. 

This Protocol provides for additional quotas for import into the 
Netherlands of Italian goods and includes :—skin gloves, engines 
for cycles, accordions, mouth organs and other musical instruments, 
manufactures of artifical plastic materials, brushware, pipes and pipe 
bowls of wood and briar, textiles and clothing, footwear, kitchen and 
other domestic utensils of aluminium, addressing machines, taps, 
cocks and valves, apparatus for the reproduction and registration of 
sound on discs, wire and magnetic plates. 

A copy of the Protocol (in French) can be seen on application to 
the Board of Trade, Commercial Relations and Exports Department, 
(Tariff Section), Room 6156, Horse Guards Avenue, London, S.W.1. 
(Telephone : Trafalgar 8855, Ext. 2613.) 


The Netherlands and Austria 


HE MAJESTY’S Ambassador at Vienna reports that a Protocol 
extending the Netherlands-Austrian ‘Trade Agreement of March 
21, 1951, to March 31, 1954, was signed in Vienna on March 28, 1953. 

New quota lists valid from April 1, 1953, to March 31, 1954, are 
annexed to the Protocol which provide for a small increase in the 
volume of trade between the two countries. 

Exports from Austria to the Netherlands include : wooden manu- 
factures, textiles, glassware, iron and steel manufactures, aluminium 
foil, machinery, electrical machinery and apparatus, wireless sets, 
motor cycles, bicycle engines, chemicals and pharmaceuticals. 

The exports from the Netherlands to Austria include: food and 
agricultural products, superphosphates, glass sand, textiles, pig iron, 
machinery, electrical and wireless materials, essential oils, tar dye- 
stuffs, chemicals and pharmaceuticals. 

A copy of the text may be seen on application to the Board of Trade, 
Commercial Relations & Exports Department (Tariff Section), 
Room 6150, Horse Guards Avenue, London, S.W.1. (Telephone 
Ext. 2420.) 


Italy and Spain 


THE Italian Informazioni per il Commercio Estero of February 26» 

published the text of the First Protocol of February 21, 1953, 
additional to the Trade Agreement concluded between Italy and Spain 
in Madrid on March 26, 1952. 

New lists of goods to be exchanged between the two countries have 
been drawn up. These are valid for one year from April 1, 1953. 
Spanish exports to Italy include iron ore and pyrites, fruit and vege- 
tables, wines, salted and dried gut, sheep and goat skins, timber and 
miscellaneous machinery. Italian exports to Spain include coke, 
miscellaneous machinery, railway material, machine tools, electric 
power plant, motor vehicles and spare parts, chemicals, dye-stuffs, 
tobacco and wines. 

The text of the Protocol (in Italian) may be seen on application 
to the Commercial Relations and Exports Department (‘Tariff Section), 
Room 6156, Horse Guards Avenue, London, S.W.1. 

A previous notice appeared in the Board of Trade Journal on 
April 26, 1952, page 840. 
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Finland and Western Germany 


HE® Majesty’s Representative in Helsinki has reported that a 

Protocol to the trade agreement of April 16, 1952, between Finland 
and the Federal Republic of Germany covering the period January 1 
to December 31, 1953, was signed in Bonn on February 4. The 
Protocol provides for Finnish exports to Western Germany to the 
value of $56 million (as compared with $120 million envisaged under 
the 1952 agreement) and West German exports to Finland to the 
value of $45 million. ‘The difference will be used to reduce the deficit 
on the clearing account. 

Finnish exports to Western Germany will include foodstuffs and 
agricultural products, timber and timber products, cellulose and wood- 
pulp, paper and paper products, chemical products or timber, metals, 
earth and stones, raw furs, reindeer and other hides, sports goods and 
miscellaneous goods, Western German exports to Finland will 
include foodstuffs and agricultural products, coal and coke, iron and 
steel, electrical machinery and equipment, chemical products, glass, 
textiles, leather and rubber goods, furs, paper and cardboard and 
miscellaneous goods. 

Detailed lists of the goods to be exchanged may be seen on applica- 
tion to the Board of Trade, Commercial Relations and Exports 
Department (Tariff Section), Horse Guards Avenue, London, S.W.1. 
(Telephone : Trafalgar 8855, Ext. 2613.) 


Portugal and Austria 


HEE MAJESTY’S Representative in Vienna has forwarded details 

of a Supplementary Protocol, initialled in Vienna on March 28, 
1953, to the Portuguese-Austrian Trade Agreement of January 24, 
1952. (The latter was originally initialled in Lisbon on June 23, 1951, 
but there was some delay in its formal signature.) 

New lists of goods to be exchanged have been drawn up to cover 
trade for the year beginning January 24, 1953. 

Austria’s exports will include ball bearings, iron and steel, paper 
cellulose, nitrogen fertilizers, linen yarns and fabrics, confectionery, 
paper and newsprint. 

Portuguese exports will include sardines and other fish, cork, 
oilseeds, oilcake, sisal, wine, fruit and spices. 

An English translation of the Protocol may be seen on application 
to the Commercial Relations and Exports Department (Tariff Section), 
Room 6150, Horse Guards Avenue, London, S.W.1. (Telephone : 
Trafalgar 8855, Extension 2420.) 


France and Venezuela 


HE French Moniteur Officiel du Commerce et de l’Industrie of 

April 9, published the text of a new Modus-Vivendi for trade between 
France and Venezuela, operative from March 11, 1953, to March 10, 
1954. 

The agreement provides for reciprocal most favoured nation treat- 
ment for goods of both countries. The Venezuelan authorities have 
also undertaken not to raise customs duties on imports of certain 
French products, notably Champagne, wines, cognacs, mineral 
waters, combs, and hair dyeing products. 

In return the French authorities have undertaken to licence the 
import of 2,000 tons of coffee and 250 tons of cocoa, not more than 
half of which will be licensed during the first six months of the currency 
of the Agreement. 

The French text of the agreement may be seen at the Board of 
Trade, Commercial Relations and Exports Department, (Tariff 
Section), Room 6147, Horse Guards Avenue, London, S.W.1. 


France and Czechoslovakia 


NEW commercial agreement between France and Czechoslovakia, 

signed on April 9, 1953, was published in the French Moniteur 
Officiel du Commerce et de l’ Industrie on April 16, 1953. It will be 
valid from March 1, 1953, to February 28, 1954. 

French exports to Czechoslovakia will include pharmaceutical 
products, chemical products, essential oils, synthetic resins and 
powders for milling, sponges, wool yarns, woollen piece-goods, rabbit 
skins, optical and technical glass, industrial machinery and equipment. 

Czechoslovak exports to France and French overseas territories 
will include essential oils, kaolin, shoes of textile materials with 
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rubber soles, cotton piece-goods, wooden furniture and components, 
scientific apparatus, sewing machines, bobbins and accessories for the 
textile industries, textile machinery, printing machinery, agricultural 
machinery and tractors, machine tools, hand tools, motor-cycles and 
parts, and glassware. 

The French text of the agreement may be seen at the Board of 
Trade, Commercial Relations and Exports Department, Room 6150, 
Horse Guards Avenue, London, S.W.1. 


Sweden and Soviet Union 


HER MAJESTY’S Charge d’Affaires at Stockholm reports that, 

according to a communique issued by the Swedish Ministry for 
Foreign Affairs, an agreement between Sweden and the Soviet Union 
about trade during the calendar year 1953 was signed in Moscow on 
April 9. The new agreement is in the form of quota lists and is based 
on the Trade and Payments Agreements of 1940. 

According to the communique, exchanges under the new agreement 
are estimated at about Kr. 75 million in each direction. Swedish 
imports from the Soviet Union will include 80,000 tons of diesel oil, 
20,000 tons of motor spirit, 30,000 tons of oil seedcake and 30,000 
tons of maize. Other imports from the Soviet Union will include 
asbestos apatite, chrome and manganese ore, paraffin wax, feathers 
and down, sheep casings, sheep skins, tobacco, anthracite, furs and 
motor cars. Swedish exports will include iron and steel, machinery 
and apparatus (Kr. 5 million), butter (2,000 tons), rayon wool, 
welding electrodes, anchor chains, razor blades, electrical fittings, 
accumulators, electric lamp bulb wire. 

All enquiries about this agreement should be made to the Commer- 
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cial Relations and Exports Department, Board of Trade, Horse Guards | 


Avenue, London, S.W.1. (Telephone : 
2613 or Extension 2252.) 


Sweden and Austria 


THE Board of Trade have been informed by H.M. Representative 
at Stockholm that a protocol regarding trade between Sweden and 
Austria during the twelve months beginning April 1, 1953, was signed 
in Vienna on April 1. As far as Swedish exports are concerned the 
quotas applicable during the previous twelve months have in most 


cases been renewed. Some quotas, however, notably those of engineer- | 


ing products, have been increased. As most of Austria’s exports to 
Sweden are now liberalized the Austrian export list comprises only 
a few items. Austrian export licence commitments have been given 
for pig iron, thick iron plating, rolled iron and magnesite. 

No further details are as yet available. 


Turkey and Sweden 


THE Board of Trade have been informed by H.M. Representative 
at Stockholm that, according to a communique by the Swedish 
Ministry for Foreign Affairs, the Trade and Payments Agreements 
of June 1948, whi were to have expired on March 15, have been 
further prolonged until June 30, 1953. 


Trade Commissioner in Pakistan 


THE Board of Trade announce that Mr. E. F. Hammond has been 
appointed as a Trade Commissioner, Grade II, at Karachi for a 
period of approximately six months. 

Mr. Hammond will leave the United Kingdom for Karachi by air 
on June 2, 1953. 


Tientsin Consulate Closed 


HER MAJESTY’S Consulate-General at Tientsin was closed to 
public business on March 1, 1953. 


Overseas Survey for 1952 


Barclays Bank, 54 Lombard Street, London, E.C.3, have published | 
their Overseas Survey for 1952, covering the trade and economic 
conditions which prevailed during that year in the overseas territories 
in which the Barclays group of banks is represented. The Survey 
is well illustrated with attractive photographs, and contains statistical 
tables, charts and diagrams, some of which are in colour. 


Trafalgar 8855, Extension | 
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Trade with the East 


#| The Chartered Bank of India, Australia and China, celebrates 


this year the centenary of its incorporation by Royal Charter. 


i Merchants and manufacturers are invited to view the Bank's 


Centenary Exhibit at the British Industries Fair and 
to avail themselves of the Bank's services. 
BRITISH INDUSTRIES FAIR 

STAND V8 EARLS COURT 


| | The Bank provides exceptional facilities for conducting every kind of | 
63/| financial operation connected with trade investment and travel in the East. 


THE CHARTERED BANK OF INDIA, 
AUSTRALIA AND CHINA 


(Incorporated by Royal Charter in 1853) 
Head Office: 38 Bishopsgate, London, B.C. 


2. 
| Branches at Manchester, Liverpool, and t roughout Southern and South-East 


Asia ard the Far East. Agencies in Hamburg and New York. 


Drop in the Ocean ¥ 


No matter how large the shipment, it is still a drop 


in the ocean of export traffic. . . . easily submerged in 
a sea of regulations ! Insurances, customs and con- 
sular formalities are but three of a multitude of vital 
details you can safely leave in our hands. 

Rest assured that we will shepherd your shipment 
safely to its destination. It’s our business to know 
the ropes ! 

Buying Commissions also undertaken 


MAPERLEY & CO. LTD. 


THE EXPORT EXPERTS 


Martin’s Chambers, 28 Martin Lane, Cannon Street, London, E.C.4 


Telephone ;: MINecing Lane 6144 (5 lines) 
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Japanese Foreign Exchange Budget for Imports 


HE Japanese Foreign Exchange Budget for imports during the 
period April to September 1953 contains the following information 
about exchange to be made available for imports from the sterling 














area :--— 
Item Value of Item Value of group 
£ £ 
Voopsrurrs :— 
Staple food 6,985,000 
Cocoa beans 107,000 
Black tea 85,000 
Soya beans 714,000 
——— -— - 7,842,000 
Live ANIMALS: 
--_ 188,000 
TOBACCO '— 
Tobacco leaves 298 000 
_— 298,000 
Fisres *— 
Raw cotton 15,179,000 
Raw wooi 16,714,000 
Manufactured wool 571,000 
——_——_ $2,464,000 
NON-METALLIC OnEs :— 
Phosphate rock 514,000 
Balt ‘ ons 1,686,000 
— -- 2,200,000 
METALLIC ORES AND MBTAIS:- 
Iron ore 2,813,000 
Tungsten ore 40,000 
Mercury ore 43, 000 
—-- -- 2,896,000 
REsins 
Bhellac 79,000 
es 79,000 
MINERAL FUELS :— 
Bituminous coal 957,000 
Fuel of] ... . 4,881,000 
Gasoline ... 418,000 
-_---—- 6,256,000 
CHEMICALS :- 
~--—-- 32,000 
MACHINERY AND STEKL PRODUCTS :— 
Machinery 304,000 
Bclentific and technical mac hinery 7,000 
Aircraft 1,385,000 
Automobiles 714,000 
—— 2,411,000 
FORRION MANUFACTURED DAILY scene cmed _ 
Daily necessities ; : 536,000 
Goods for Hotel use 143,000 
+ 679,000 
Goops FOR Export PROMOTION :— 
—_—_—— 1,071,000 
Goops FOR BARTER TRANSACTIONS :-— 
— - 714,000 
COMMODITIES REQUIRED BY FORRIGN ARMIES IN JAPAN :— 
—_- -- 179,000 
COMMODITIES REQUIRING ADDITIONAL PAYMENT ;— 7000 
Re-IMPORT COMMODITIES ;— 
71,000 
MISCELLANROUS IMPORTS :-— 
--- 786,000 
Imports UNDER AUTOMATIO APPROVAL SY8TEM ;-— 
- - 28,571,000 


CONTINGENCY RESERVE :— 


20,357,600 


Total 107,101,000 


Fluors' 

Timenite > tonsinding titanium slag). 

Lactose. 

Liquorice root. 

Derris root and/or cubé root. 

Machinery. 

Steel products. 

Cotton seed, 

Kapok seed. 

Copra. 

Sesame seed. 

Linseed. 

Other oil-bearing seeds and kernels. 

Crude rubber. 

Latex. 

Gutta percha. 

Magnesite and/or calcined magnesite 
(including brick shaped). 

Manganiferous iron ore. 

Iron and steel scrap. 

Antimony ore. 

Bauxite. 

Chrome ore, 

Tin metal. 

Manganese ore. 

White bauxite. 

Chrome metal. 

Copper scrap and o 

Aluminium scrap a 

Vessels for scrap. 

Pig tron. 

Platinum. 

Animal glue and gelatin materials. 

Bones for glue. 

Bristles. 

Shell fer buttons. 

Ivory. 

Gum damar. 

Gum tragacanth. 

Gum arabic. 

Rattan. 

Crude lacquer. 

Chinese gallnuts. 

Books and periodicals (including microfilmed) 


ones alloy scrap. 


aluminium y scrap. 


This Budget is used as a basis for the import notices of the Japanese 
Ministry of International Trade and Industry which are published in 
the Board of Trade Journal as they are received. It should be noted 
that the items given above are subject to any alteration that may 
become necessary during the period covered by this Budget. 
allocation of exchange is based on c.i.f. values. 


Note.—The above list may contain words which in the United 
Kingdom are registered trade marks. 


Jordanian Customs Tariff 


Tea waste. 

Herba ephedra. 
Cattle horn. 
Cattle hoof. 
Cattle bone. 
Tortoise shell. 
Ivorynuts and dom-nuts. 
Natural asphalt. 
Sophora japonica. 
Scutellaria root. 
Senna leaves. 
Khus-khus root. 








Aloes wood. 

Gall stone. 

Musk. 

Toad cake. 

Bear bile. 
Rhinoceros horn. 
Condurango. 

Nux vomica. 
Ester gum. 

Schisa gum. 
Hematine extract. 
Logwood extract. 
Rhodium chloride. 
Lamor. 
Sandalwood oil, 
Star aniseed oil. 
Lemon oll. 
Orange oil. 
Lemon yiase oll, 
Cassia oil. 








The 





Amendments 
THE Board of Trade have received a translation of a Notice in the 


Jordan Official Gazette amending the Customs Tariff. 


In the 


changes shewn below, deletions from the text are enclosed in square 
brackets, and italics indicate additions. 





Automatic Approval System Commodities 


Under the Automatic Approval System exchange to a total of 
£28,571,000 is allotted for the import of the following commodities 
from the sterling area. No particular amount of exchange is specified 
for individual commodities. 


Coffee beans. 
Coooa butter. 
Beans and peas. 
Spices. 
heat and barley for feed. 
Calf and kip skin. 
Sheep and goat skins and/or leather. 
Other hides and skins. 
Lawan, apitons and capon. 
Teak 


Anima! hair for spinning (including mohair, 
goat wool and tops 

Alpaca hair (incodleg tops). 

Camel's wool (including tops). 

Rabbit wool. 

Wool noil (including other wool waste). 

Waste silk, tussah silk and tussah waste silk. 

Jute fibre and waste. 

Ramie fibre and waste, 

Coir fibre and coir yarn. 

Palmyra fibre. 

Meguey and Canton fibre 

Bone meal. 





Graphite (only crystalline but excluding the 
refined). 


Mica. 

Industria] diamonds. 
Monazite. 

Kaolin. 

Gypsum, 

Tale. 


Kyanite. 

Matrush. 

Anthracite coal. 

Bitumi coal (excl 

Tung oll. 

Rees wax. 

Palm oil. 

Dyestuffs and dyeing assistants. 

Polyethylene and waste. 

Wattle bark and extracts. 

Other tanning materials and extracts. 

Rennet casein. 

Lactic casein (including hydrochloric acid 
casein). 

Lanolin anhydrous. 





ling Indian area). 


Rate of Duty 
No Item ‘Unit Old New 
166 te medicaments, and preparations in 
(e) Penicillin ad val. 6 per cent. 
-—— Exempt 
169 | [Materials for disinfecting and sterilizing, and 
insecticides} 
Products, medicines and pinnae for 
veterinary use... a a Exempt Unchanged 
143 | Marble, slate and granite: 
(b) [Sawn and waste] 
Roughly sawn ad val, | 20 per cent. 
—— Exempt 
(c) Worked and waste ad val. 20 per cent. 
240 | Paper worked and made up into sheets and rolls: 
” Verton nd d val. | 20 ¢. | 12 t. 
Carbon and stencil paper ad val. | 20 per cent. per cent. 
(f) Other ne * - ad val. 20 per cent, 
251 | Booksellers’ wares 
(b) Books in de taxe binding . ad val. | 12 per cent. 
—_—_ Exempt 
488 | Other manufactures of base metal, not elsewhere 
specified : ad val. | 20 per cent. 
(a) Bottle-cap stoppers ... — Exempt 
(b) Other ... ad val. 15 per cent. 
481 | Electrothermic appliances (excl medical ‘ones) .. ad val. | 12 per cent, | 15 per cent. 
484 | Radio-electric apparatus for telegraphy, tele- 
phony and television : ad val. | 12 per cent. 
(a) Wireless » esnatetng copes ad val, 15 per cent. 
«b) Other . ad val 12 per cent. 
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Canadian Customs Concession for 
Returning Canadian Residents 


AS the tourist season is about to begin, the Board of Trade wish to 

draw the attention of shopkeepers to the Canadian regulations 
governing the entry into Canada of goods purchased abroad by 
Canadian tourists. Several instances came to the notice of the Board 
of Trade last year of Canadian visitors complaining that they had been 
informed by shop assistants here that goods bought in the United 
Kingdom and sent by post would be allowed into Canada free of duty. 
This is not so. 

A Canadian resident returning from abroad may take back into 
Canada any class of goods valued at not more than $100 free of all 
duty and taxes, on condition that such goods are included in the baggage 
accompanying him, and that they are for his personal or household use, 
or are intended as souvenirs or gifts. This exemption will not be 
granted within four months from the date of the last exemption, and is 
not allowed on alcoholic beverages in excess of one quart, or on tobacco 
in excess of fifty cigars, two hundred cigarettes and two pounds of 
manufactured tobacco. 

This concession does not apply to articles sent by post, which will 
be dutiable and taxable in exactly the same way as other imported 
merchandise. 

The Board of Trade would like to emphasize in this connection the 
value of the Personal Export Scheme by which goods purchased here 
are sent direct to the buyer’s liner or aircraft. 


*¢ Made in Canada ” Rulings 
MEMORANDUM Series D, No. 51, M.C.R. 92, Supplement 
No. 11, issued by the Canadian Department of National Revenue, 
dated April 14, 1953, states that the following shall, effective May 5, 
1953, be considered as of a “‘ class or kind not made in Canada” :-— 

Bismuth and ammonium citrate solutions. 
Bismuth citrate. 

Bismuth hydroxide. 

Bismuth oxide. 

Bismuth oxyiodide. 


MANCHESTER LINERS 


FAST REGULAR SAILINGS 
Manchester 


to and from 


Canada 
and United States 


Cargo accepted for refrigerator stowage 
subject to special engagement 








MANCHESTER TO AND FROM 


Canadian Great Lakes 
(Direct) 





For Rates, Sailings, etc., apply to the OWNERS: 
Manchester Liners Limited, St. Ann’s 
Manchester, 2 


Telegraphic Address : 
“* Nauticus "» Manchester 


Square, 


Telephone : 
Blackfriars 1614 (8 lines) 


London Agency : 
Furness, Withy & Co. Ltd., Furness House, Leadenhall Street, 
London, E.C.3 
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Canadian Customs Tariff Changes 


MEMORANDUM Series D, No. 47, T.C.357, dated March 30, 
1953, issued by the Canadian Department of National Revenue, 
states that the following new tariff items have been established :— 


880a Governors and parts thereof for use in the manufacture of diesel 
locomotives 
British Preferential Tariff eee 
Most-Favoured-Nation Tariff .. 
General Tariff ee ° ° 
Effective December 1, 1952 to November 30, 1953. 
Alpaca yarns imported by manufacturers of pile fabrics for use 
exclusively in the manufacture of such fabrics in their own 
factories 


Free 
7% per cent. 
30 per cent 


British Preferential Tariff ove 
Most-Favoured-Nation Tariff ... 
General Tariff ' 7p - 

Effective February 1, 1953 to December 31, 1953. 

Woven fabrics, pleated or folded, sewn or not, in widths not 
exceeding three inches after pleating or folding, imported by 
manufacturers of men's hate for use in their own factories In 
making bands for men's hats only :—~ 

British Preferential Tariff eee 
Most-Favoured-Nation Tariff ... 
General Tariff ees eee ° 

Lauric isopropanolamide when Imported by manufacturers of 
syothetic detergents for use exclusively in the manufacture of 
such detergents in their own factories :— 

British Preferential Tariff ee ° 
Most-Favoured-Nation Tariff ... 
General Tariff ; ' 

Selenium imported by manufacturers of plates for selenium 
rectifiers for use exclusively in the manufacture of such plates 
in their own factories :—— 

British Preferential Tariff _ 
Most-Favoured- Nation Tariff 
General Tariff . ‘ 
Effective January 1, 1953, to December 1, 1953 
Tariff item 873 has been re-established for a further period as under :— 
873 Paper board for use in the manufacture of match splints imported 
by manufacturers of paper matches for use exclusively in the 
manufacture of such products, in their own factories :-— 
British Preferential Tariff oes e . ‘ 
Most-Favoured-Nation Tariff ... 
Genera) Tariff ‘ ove 
Effective September 1, 1952 to August 31, 1953. 


MEMORANDUM Series D, No. 47, T.C.358, dated April 13, 1953, 
issued by the Canadian Department of National Revenue, states that 
the following tariff items have been re-established for a further period 
from April 1, 1953 to March 31, 1954 :— 


319a Plate glass of a thickness not exceeding five thirty- 
seconds of an inch when imported by manu- 
facturers of laminated safety glass for use 
exclusively in the manufacture of such glass 
in their own factories :— 
New Rates 


Free 
10 per cent 
12§ per cent. 


. Free 
Free 
25 per cent. 


Free 
6 per cent. 
. 25 per cent 


. 10 per cent. 
15 per cent. 
35 per cent. 


Old Rates 
Free 
Free 
Free 


Free 
Free 
15 per cent. 


British Preferential Tariff 
Most-Favoured- Nation Tariff 
General Tarif 

857a Acetvisulphamethazine, acetanilide, acetyl acetone, chioro- 
sulfonic acid (technical grade), guanidine hydrochloride, 
guanidine nitrate, methyl ethyl ketone and crude sodium 
sulphathiazole when imported by manufacturers of sulpha 
drugs for use exclusively in the manufacture of sulpha drugs in 
their own factories 

British Preferential Tariff 
Most-Favoured-Nation Tariff 
General Tariff - 

880 Lubricant seals having a synthetic rubber sealing element bonded 
to a steel case, spring loaded ; heat indicators which warn of 
overheating by emitting an odour or smoke: for the manu- 
facture or repair of railway rolling stock Journal box assemblies 

British Preferential Tariff one 
Most-Favoured-Nation Tariff ... 
Genera] Tariff . 

381 Yarns and warps, wholly of cotton, number 70 and finer, when 
imported by manufacturers of lace for use exclusively in the 
manufacture of lace, in their own factories :— 

British Preferential Tariff ‘ . 
Most-Favoured-Nation Tariff ... 
General Tariff ‘ 


... Free 
. Free 
25 per cent 


Free 
5 per cent. 
30 per cent 


Free 
Free 
25 per cent 


Conditions Governing Submission of 
Egyptian Government Tenders 


N announcement on conditions governing submission of Egyptian 

government tenders appeared in page 1330 of the Board of Trade 
Journal on June 24, 1950, and although that announcement emphasized 
the desirability of the appointment of agents and did not state directly 
that the election of legal domicile may be made an alternative to the 
appointment of an agent, it appears that some United Kingdom firms 
have interpreted it in that way. 

Generally speaking the conditions of tender themselves make it 
clear when the election of domicile will be accepted as an alternative 
to the appointment of an agent and United Kingdom traders are 
therefore advised to satisfy themselves whether the election of domicile 
is permitted. It is also pointed out that the fee for election of domicile 
is now {1 (one pound). 
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From the Scottish Factories of 
THE NATIONAL CASH REGISTER COMPANY LTD 


makers of the famous 
“CLASS 31” DIRECT ENTRY 
ACCOUNTING MACHINE 


% Standard models available for immediate delivery 


206-216 MARYLEBONE ROAD, LONDON, N.W.1. AND ALL PRINCIPAL CENTRES 
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Iraq Customs Tariff Amendments 


BOARD OF TRADE JOURNAL 


HE Board of Trade have received a translation of Notices in the 
Iraq Official Gazette amending the Customs Tariff. The amend- 
ments, which are all increases, are shown below. British exporters 


should note that the rate of exchange is : 


£1 sterling. 


1,000 fils =1 Iraqi Dinar— 


Any inquiries on this notice should be made to Tariff Section, 
Commercial Relations and Exports Department, Room 6154, Board 


of Trade, Horse Guards Avenue, London, S.W.1. 


8855, Ext. 2261/2262.) 


(Tel.: Trafalgar 





Import Duty 


Commodity 





Tea 


(sucrose) :— 


(4) Ri 





(il) 


Beet sugar, “cane sugar and similar sugar | 


(b) Granulated or powdered . | 
(¢) Rubber tyres for vehicle wheels, but 
not for aircraft :— 
(1) Bolid and hollow (cushion) tyres 
(2) Outer covers (pneumatic tyres) : 
(A) Not exceeding 40:64 cm. 
(16 in.) in diameter 
(B) Exceeding 40-64 cm. whens in vd 
diameter. . 
(3) Inner tubes 
Other articles of artificial, silk, 
silk waste and artificial textile fibres, 
whether or not mixed with other 
textile materials: 

(8) Pure, or containing 25 per cent. or 
more of artificial silk, artificial silk 
waste, and/or artificial textile fibres: 
Hy Tulle and other net fabrics 


“artificial 


{3 ) Embroidery 
bbons 


(5) Trimmings : 
6) Carpets and rugs® 
7) Furnishing fabrics 

(8) Other fabrics : 

(A) In natural colour, bleached, 
half-bleached, or dyed in 
one colour : 

(i) Georgette : 


1. Under 80 papel 
in wt.t son 


2. 80 gm. and over, but 
under 100 gm./m.* 
in wt.t ah ; 


3. 100 gm./m* in wt.t 
and over... 


Crepes : 
1. Under 80 gm./m.* 
in wt.t ‘ 


2. 80 gm. and over, but 
under 100 om) /m.* 
in wt.t 


3. 100 gm./m.* in wt.t 
and over... 


Doubeit : 
1. Under 100 oo 
in wt.t ° 


2. 100 gm./m.* in wt.t 
and over... 


Other : 
1. Under 80 -~ om ® 
in wt.t 


2. 80 gm. and over, but 
under 100 gm./m.* 
in wt.t ‘ ; 


3. 100 gm./m.* in ™ 
and over ; 


(B) Other, including ornamented 
or figured : 
(i) oe 


. Under 80 ener 
in wt.t 


2. 80 gm. and over, but 
under 100 om. /m.* 
in wt.t 


3. 100 gm./m.* in wt.+ 


and over 


Unit 


Rate of Duty 





Old Rate 


New Rate 





net | 80 fils 


18 fils 
100 fils 


200 fils 


150 fils 
40 per cent. 


50 per cent. 
50 per cent. 
50 per cent. 
50 per cent. 
50 per cent. 
50 per cent. 
50 per cent. 


170 fils or 
40 per cent.{ 


140 fils or 
40 per cent.{ 


110 fils or 
40 per cent.{ 


240 fils or 
40 per cent.} 


170 fils or 
40 per cent.{ 


120 fils or 
40 per cent.{ 


190 fils or 
40 per cent.¢ 
110 fils or 
40 per cent.{ 


90 fils or 
40 per cent. 


80 fils or 
40 per cent.} 


70 fils or 
40 per cent.} 


kg. net 
ad val. 


190 fils or 
40 per cent.} 


kg. net 
ad val. 


160 fils or 
40 per cent.} 





kg. net | 130 fils or 


110 fils 


23 fils 


120 fils 


240 fils 


180 fils 
50 per cent. 


Unchanged 
Unchanged 
Unchanged 
Unchanged 
Unchanged 
Unchanged 
Unchanged 


213 fils or 
50 per cent.{ 


175 fils or 
50 per cent.{ 


138 fils or 
50 per cent. 


300 fils or 
50 per cent. 


213 fils or 
50 per cent.} 


150 fils or 
50 per cent. 


238 fils or 
50 per cent.{ 
138 fils or 
50 per cent.{ 


113 fils or 
50 per cent. 


100 fils or 
50 per cent. 


88 fils or 
50 per cent.{ 


238 fils or 
50 per cent.$ 


200 fils or 
50 per cent.¢ 


163 fils or 





Commodity 


(li) Crepes 
1. Under 80 om. = 
in wt.t ‘ 


2. 80 gm. and over, but 
under 100 gm./m.* 
in wt.f ove eee 


100 gm./m.* fn aa 
and over... 


Doubeit : 
1. Under 100 = ape 8 
in wt.f 


2. 100 gm./m.* in = 
and over... 


Pitta 
1. Under 200 am 
in wtf . 


2. 200 gm./m.* in ™ 
and over 


Other: 
1. Under 80 om.) /m.* 
in wt.t R 


2. 80 gm. and over, but 
under 100 = ag ® 
in wt.ft ° 


3. 100 gm./m.* in wa 
and over 


(f) Blankets (of wool or hair, whether 
or not mixed with other textile 
materials) 

Other woven fabrica of cotton (1. e., other 
than velvets and plush, ete. ; ribbons 
and tape ; trimmings; tulles and net 
fabrics ; lace and embroideries) : 

(a) 14 kg. per 100 sq. metres in weight 
and over 
(2) Bleached 
(3) Dyed in the yarn. 

(4) Dyed In the piece 
(5) Printed 

(b) 11 kg. and over, but under 14 kg. 
per 100 sq. metres in wae 
(2) Bleached ‘ 

(3) Dyed in the yarn. 
(4) Dyed in the piece 
(5) Printed 

(c) 9 kg. and over, but under 11 kg. per 
100 sq. metres in weight 
(2) Bleached 
(3) Dyed in the yarn 
(4) Dyed tn the piece ea 
(5) Printed ‘ me 

(d)7 kg. and over, but under 9 kg. 
per 100 sq. metres in wae: 

(2) Bleached 

(3) Dyed in the yarn 
(4) Dyed in the piece 
(5) Printed 

(e) 5 kg. and over, but under 7 kg. 
per 100 sq. metres in weight : 
(2» Bleached ou 
(3) Dyed in the yarn 
(4) Dyed In the piece 
(5) Printed 

(f) 3 kg. and over, 

per 100 sq 
(2) Bleached 
(3) Dyed in the yarn 
(4) Dyed in the piece 
(5) Printed 

Iron and steel in bars (including beams, 
joists and a 

(a) Bars 


but under 56 kg. 
metres in weight: 


(b) Beams joists and pillars 





+ Grammes per square 1 metre in weight. 
$ Whichever is the greater 


Commodity 


Local Pp products of all kinds, except | 
liquorice root and the products of local 
industries, and except articles gee 
by other laws . ' 





. | ad val. 


240 file or 
40 per cent.{ 


170 fils or 
40 per cent.} 


120 fils or 
40 per cent.} 


180 fils or 
40 per cent. 


110 fils or 
40 per cent. 


260 fils or 
40 per cent. 


200 fils or 
40 per cent. 


105 fils or 
40 per cent.{ 


90 fils or 
40 per cent.~ 


80 fils or 
40 per cent.¢ 


33 per cent. 


124 fils 
114 fils 
140 fils 
150 fils 


165 fils 
145 fils 
170 fils 
180 fils 


165 fils 
165 fils 
200 fils 
220 fils 


175 fils 
195 fils 
250 fils 
275 fils 


185 file 
265 fils 
300 file 
375 fils 


250 fils 
330 fils 
460 fils 
590 fils 


15 fils 
15 fils 





_ Old Rate 





50 per cent.{ 
213 fils or 
50 per cent.} 
150 fils or 
50 per cent.$ 
225 fils or 
50 per cent.~ 
138 fils or 
50 per cent.3 
325 file or 
50 per cent.} 
250 fils or 
50 per cent.3 


132 fils or 
50 per cent.~ 


113 fils or 
50 per cent. 
100 file or 
50 per cent. 


40 per cent 


Rate of Duty 


New Rate 





* Note: The expression “ Carpets and rugs”’ 


the alternative is ‘ Mats.’ 
+ Grammes per square ome in weight. 
$ Whichever is the greate: 








| ad val. | 40 per cent.¢ | 60 per cent.$ 
includes only such materia] as has a pile, 





1 per cent. | 5 per cent 
| 


Note.—These lists may contain words which are vaiaseel in the 
United Kingdom as trade marks in relation to certain kinds of goods. 








Indian Import 


HE United Kingdom Trade Commissioners in India have 
forwarded copies of various Notifications which modify India’s 
import licensing regulations as follows :— 


From Delhi 


Drugs, Medicines and Pharmaceuticals 

In Public Notice No, 42-1.T.C.(P.N.)/52 of March 16, 1953 (see Board 
of Trade Journal of April 4, 1953) against the entry Malt Extract falling 
under Serial No. 109 of Part IV of the I.T.C. Schedule, the word “including” 
should be replaced by the word “excluding.” 

‘The correct entry, therefore, should be as follows :— 

“109. B. Malt extract excluding its preparations with cod liver oil or 

other fish liver oils.”’ 

For the words, ‘‘Calcium glucono galacto gluconate chlorbutol” appearing 
in the same Serial No. the words ‘Calcium gluconate galacto gluconate 
chlorbutol” should be substituted (Public Notice No. 58-I.T.C.(P.N.) 
/53 of April 4, 1953). 

Against Serial No. 109 of Part IV in Public Notice No. 42-I.T.C.(P.N.)/53 
it is stated that licences will be granted freely for imports of a malt extract 
excluding preparations thereof, etc., santonin and thymol. This entry 
should not be construed to mean that licences will be granted to all applicants 
for any amount that may be applied for. 

It is notified for general information that in dealing with applications the 
following considerations will be taken into account :— 

) The applicants financial ability to import in the current half year, 
the commodity up to the quantity and value applied for. 

(2) The applicant’s previous connections with the particular drugs and 

medicines in question or even drugs and medicines in general. 

(3) Applications for unduly large amounts will be subject to strict 

scrutiny. 

Importers applying for a licence for a sum exceeding rupees 1 lakh are 
required to produce certain specified information, 

Not more than one application may be made by the same applicant for 
each drug during the January—June 1953 period and applicants should note 
that licences may be granted for a value Jess than the amount applied 
for. (Public Notice No. 55-1.T.C.(P.N.)/53 of April 4, 1953.) 


Newsprint 

Attention is drawn to the entry against Serial No. 44 of Part V of the 
1.T.C, Schedule in Open General Licence No. XXIX (see Board of Trade 
Journal of March 28, 1953). It is notified for information that this entry 
covers newsprint only and that cream laid paper or any other type of 
paper which does not fall under the category of ‘‘newsprint” cannot be 
imported under O.G.L. XXIX even if its mechanical wood pulp content 
and its weight per square metre conform to the required specifications. 
(Public Notice No. 56-I.'T.C.(P.N.)/53 of April 4, 1953.) 


Wire Netting and Wire Mesh 

For import trade control purposes iron and steel wire netting is classified 
under Serial No. 35 of Part I of the I.T.C. Schedule, while wire mesh has 
been classified under Serial No. 36 (c) of Part I. 

Wire netting (Serial No, 35/1) is woven in hexagonal meshes while wire 
mesh (Serial No. 36 (c)/I) is woven in square meshes and this distinction 
was to have been observed in allowing imports of these goods. Customs 
authorities at certain Indian ports have however been allowing clearance 
of wire netting against licences for wire mesh and vice versa. 

In order to ensure uniformity of practice at the ports and with a view to 
giving time to the trade to know and follow the distinction between wire 
netting and wire mesh it has been decided that imports of wire netting 
(other than stainless steel wire netting) will continue to be allowed clearance 
against licences for wire mesh and vice versa provided the imports arrive 
in India on or before June 30, 1953. On and after July 1, 1953, however, 
only wire netting and wire ‘mesh strictly conforming to the definition 
given above and covered by licences for the respective serial numbers will 
be allowed clearance. (Public Notice No. 59-I.T.C.(P.N.)/53 of April 11, 
1953.) 


Lifts 

In the main licensing regulations for January-June 1953 the entry 
“Passenger lifts and component parts and accessories thereof’’ appearing 
against Serial No. 70 (1) of Part V of the L.T.C. Schedule (see Board of 
Trade Journal of January 31, 1953) was incorrectly worded. The correct 
entry should read “All types of lifts and elevators (including passenger and 
goods) and component parts and accessories thereof.” 

It has been decided, after further consideration, to grant soft currency 
licences for the import of parts of lifts on a quota basis. (Previously no 
licences were to be granted.) Applications for licences to import such parts 
had to be made by April 30, 1953. Licences which will have a validity 
period of 18 months, will not be valid for the import of ball bearings, motors 
etc., which are separately classified in the I.T.C. Schedule. (Public Notice 
No. 60-1.T.C.(P.N.)/53 of April 11, 1953.) 


Biscuit and Bread-making machinery 
Biscuit and bread-making machinery is at present on the banned list. 
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Trade Control 


eo, Appendix A to the notice in the Board of Trade Journal on January 31, 
1953.) 

It has been represented that in view of the emphasis now being placed on 
improvement in the quality of indigenous products, facilities should be 
given for the import of machinery to enable manufacturers to effect these 
improvements. It has accordingly been decided that applications for the 
import of special types of biscuit and bread-making machinery which can 
be shown to yield more balanced production or lead to quality improvements 
will be considered on merits. No amendment is being made to the list of 
goods for which quota licences will not ordinarily be valid and applications 
irrespective of the value of the machinery applied for, should only be made 
in the form and manner prescribed for Capital Goods. Quota  Aarothee for 
machinery will not be valid for imports of biscuit and bread-making machin- 
ery 

Th should be clearly understood that the grant of import licences for import 
of special types of biscuit and bread-making machinery will not involve 
any quarantee on the part of the Government of India for the supply of 
raw materials that may be required. (Public Notice No. 61-I.T.C.(P.N.)/53 
of April 11, 1953.) 


Spare Parts for Major Items 
A notice in the Board of Trade Journal on April 12, 1952, gave a list of 
six items to which the concession of allowing the import of spare parts 
against licences issued for the major item would apply. 
It has now been decided to extend the scope of the scheme to the following 
further two items :— 
Electrical control gear and electric transmission gear (falling under 
Serial No. 42/IT). 
Conveyances, not otherwise specified (falling under Serial No. 86/V). 
(Public Notice No. 62-1.T.C.(P.N.)/53 of April 11, 1953). 


Pneumatic and Welding Hoses 

Pneumatic and welding hoses exceeding 50 feet in length when imported 
from the dollar area as part of a pneumatic plant falling under Serial No. 
33/II are allowed clearance if the value of the hose does not exceed 5 per 
cent. of the value of the licence. Imports of certain types of pneumatic 
plants from the soft currency area are covered by Open General Licence 
No. XXVIII and in order to allow importers of pneumatic plants from the 
soft currency area to avail themselves of the concession admissible to imports 
from the dollar area it has now been decided that the pneumatic and welding 
hoses exceeding 50 feet in length should be allowed clearance along with 
the main plant under O.G.L. if the value does not exceed 5 per cent. of the 
value of the main plant. (Public Notice No. 63-1.T.C.(P.N.)/53 of April 
11, 1953.) 


From Calcutta 
Spring Steel Bars 

In view of the appreciable volume of indigenous production of Appollo 
and Assab brands spring steel bars, it has been decided to restrict the issue 
of import licences for these items with immediate effect. 

Intending importers are now required to ascertain from certain specified 
manufacturers how much of their requirements such manufacturers are able 
to supply and only thereafter may importers apply for licences to cover the 
balance quantity unobtainable from local production (Steel Import Control 
Notice No. SIC (1)/359, Vol. [LX of March 30, 1953.) 


Wire Shorts 

It has been decided that with immediate effect no import licences will 
be issued for wire shorts (black/galvanized) of sizes 0 to 22 gauge. Imports 
of sizes of 23 gauge and thinner will still be allowed (Steel Import Control 
Notice No. SIC (1)/359, Vol. [IX of March 25, 1953.) 


Steel Gate Channels 

It has been decided to suspend, with immediate effect, the issue of import 
licences for steel gate channels within the licensing jurisdiction of the Iron 
and Steel Controller (Steel Import Control Notice No. SIC (1)/359, Vol. IX 
of March 24, 1953.) 


Tinplates 

In view of large stocks of tinplates, both indigenous and imported, 
available in the country, it has been decided to discontinue until further 
orders the issue of licences to dealers as well as to consumers for import of 
tinplates and terneplates, both primes and secondaries including tinned 
sheets, wastes, cobbles, strips, misprints or circles and cuttings thereof 
and tinplate scrap. 

Licences for import of taggers 34 gauge and above will, however, be issued 
in small quantities. (Steel Import Control Notice No. SIC (1)/359, Vol. [X/ 
SG of March 24, 1953.) 





Uruguay 
Import Quota for Hops 


HER MAJESTY’S Embassy at Montevideo reports that a quota was 
recently announced for the import of hops valued at 270,000 United 
States dollars from any country. 
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UT of the furnace and into the press goes 

the partially finished end ... up comes 

the powerful press ring to form the required 

flange . . . and another Dished and Flanged 
End is ready. 


Furnace and press capacity is available at 
Harvey’s Greenwich works for the pressing of 
both light and heavy Dished and Flanged Ends. 
Diameters range from 6’ to 9'0", edges can 
be prepared for either welding or riveting. 
Manufacturers providing their own metal can 
obtain prompt delivery of ends to specification. 
For details and tables showing dimensions 
available, send for List BOT 790. 
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test of skill 


At every stage of production, from raw material to finished 
article, the Vantona standard of quality is jealously guarded 
by craftsmen. When the combined skills of these craftsmen 
—spinners, winders, weavers, and others—have turned the 
cottonintothegay, hard-wearing Vantonahouschold textiles 
so familiar to the housewife, they must then pass rigorous 
tests. Specialists like Stanley Matthews, pictured here, make 


certain the goods conform to Vantona’s standard of quality. 


Stanley Matthews is chief cloth inspector at Central 
Warehouse, and in his twenty-four years at Vantona he 
has learned all about the construction of cloth. He subjects 
the finished goods to his own careful and searching tests — 
he makes no concessions whatsoever. The rigid and 
unbending standards which he and those like him exact, 
are the housewife’s guarantee of quality when she buys 


Vantona textiles. 


No Vantona dyes are absolutely permanent—they are only as fast to sun and wash as modern science can make them. 


) Vanton 





Qual 


@Uwovsenorp TEXTILES 


VANTONA TEXTILES LIMITED, 107 PORTLAND STREET, MANCHESTER I 
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RAZIL signed the Torquay Protocol to the General Agreement 
on Tariffs and Trade on February 19, 1953, and in consequence 


new regulations governing the rates of duty on certain commodities 
entering Brazil have become effective as from March 21, 1953. 


items on which tesiff rates have been revised are as follows :— 


Brazilian 


] 


Tariff Ltem | 


No. 


12 Ex1 
87 


Ex4 
Ex5 
232 





234 
240 


991 





| 








| COLOURS OR COLOURING MATTERS 


Description 


FRATHERS ; 
LENGTH : 
Casein in powder . 


GLUE :-— 


Fish 
Other kinds 
MILK 
Condensed or concentrated with sugar 
In powder, tablets or other state with or without sugar 
Condensed or concentrated without sugar : 
FIXED OIL, LIQUID :— 
Of fish liver, raw 
WOOL: 
Raw 
Fine of count finer than 50's 
Washed or scoured, crude or carbonized and floss 
from carding or combing 
Bleached or of natural colo ur, 
finer than 50's 
Carded, combed or prepared in any way, including tops and 
laps :— 
Crude wool tops and noils of count finer than 50's 
PIECE-GOOD8 :— 
Palm-beach fabrics :— 
Up to 250 grams per square metre 
More than 250 grams per square metre 
PRESERVED :~ 
Peaches, pears, apricots, apples, cherries, dried plums, 
berries (except strawberries), as also fruite mixed for 
salads made with the above-mentioned fruita :— 

In alcohol, syrup or as compote, also in the form of jelly, 
paste of pulp with sugar or honey, including compotes 
of melon and lemon or of melon and ginger wee 

Peaches, apricots, apples, cherries, plums and pears :— 

Without syrup, crystallized or prepared, or candied in 

any other manner 
Peaches 

In alcohol, in syrup or as compote, also in the form of 
jelly, paste or pulp, with sugar or honey 

Without syrup, crystallized, or prepared or candied in 
any other manner 

ALPIST, MILLET AND OTHER CEREALS, 
FEEDING BIRDS 
OaTs: 
Husked or pounded 
CEREALS, POT HERBS AND VEGETABLES OF ANY KINDS :-—~ 
In preserves of any kind, with or without mixture of fruit, 
in pulp, except tomatoes, or prepared in any other 
way :-— 

Asparagus 

Mushrooms, dried, fresh or preserved 
LOXES, CASES AND ETUIS 
Of common wood 
Varnished or painted, only for microscopes when ac- 
companied by these apparatus 
PAPER 
Crepe, goffered, crystal or glacine, stearined, oiled, 
tissue, vegetable, grease-proof, and the like 
White 
Coloured by any process 
Printed 
Stencils for duplicating and the like :— 
White 
Coloured by any process 
Printed 
ZINC BARS AND INGOTS 


188 OF waste 


PLAIN OR MIXED, FOR 


parafiined, 


Mineral or pigments, natural or artificial 
White: 
Titanium :— 
Up to 50 per cent. of titanium oxide 
Over 50 per cent. up to 75 per cent. of titanium oxide 
Over 75 per cent. up to 90 per cent. of titanium oxide 
Over 90 per cent. of titanium oxide t 
CELLULOSE ESTERS 
Acetyl cellulose or cellulose acetate, in powder or grits 
EXTKACTS 
Vegetable, colouring and tanning :-— 
Dry, soft or liquid, for tanning :— 
Of chestnut-tree 


nn ce ce oe 


Vulcacite and other products used as accelerators and anti- j 


oxydizing agents for vulcanizing rubber, n.s.m 
Actbps 
Organic :-—— 
Salicylic 
For industrial and other uses 
Sulphanilic 
Sulphonic (mono, di, tri and the like) n.s.m 


ANISIDENES 
BEKENZIDINE :— 
For analysis or ecientific uses 
For industrial and other uses 
BORATES (BI AND TFTRA) 
Sodium biborate or borax :— 
For analysis, scientific and medicinal use 
For industrial and other uses 


OF OSTRICHES, MEASURING MORE THAN 15 ems. IN | 


| 
exclusively wool of count 





RAAF RAF 


New 


Rate 


of Duty 


Cruzeiros 


> 


L.W 
K.L.W 


Lw 


 W. 
L.W 


APRA mT 


* 


* 


7 


sins 


= 


L. Ww. 


L.W 


A OF 


R.W 
K.W 


K.W 


R.W 
K.W 


AA Am 


R.W 
R.W 


Ax 


LW. 


L.W. 
W. 


G.W. 


R.W. 
R.W. 


* Ww.7 


-L.W. 3- 


10-00 
3:73 
7-28 
4-34 
4°: 


~ 
5-88 


5-30 


2-80 


6-00 


. 15-00 


1170 
93-60 


. 13-44 


26-88 


. 6-00 


15-00 


. 1-10 


y. 530-00 


. 2-40 
. 3-60 


2:13 


2-80 
2-04 


. 4°20 
. 120-60 


2-40 


0-84 





Brazilian 


Tariff Item 


No 


1040 


1046 


1106 
1120 
1130 


1617 


1649 


owe unN= 


1660 


2Nnouw 


1828 


/16 


K.G.W 


Note. 


Kingdom are trade marks. 
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Description 
HYDROCHLORATES 
Benzidine 
| CHROMATES 
Acid or bichromates :—~ 
Potassiun 
For industrial and other uses 
Sodium 


For industrial and other uses 
DIANISIDINE 
DINITROCHOLOROBRNZENB 
For analysis or scientific use 
For industrial and other uses 
PHENYLENEDIAMINES 
Meta 
For analysis or sc y ntific uses 
For industrial and other uses 
MEDIUMS N.S.M. POR THR MANUFACTURE OF ANILINE DYES 
METATOLUYLENEDIAMINE 
NAPHTHYLAMINES OR AMINONAPHTHALENES : 
Alpha 

For analysis or for scientific uses ... 

For industrial use or other purposes 
Beta us ; es 
NAPHTHOLS 

eta 

For analysis or for scientific and medicinal uses 
For industrial and other uses 
NITRANILINES OR NITROANILINES :— 
Meta 
For analysis or for selentific uses 
For industrial and other uses 
Ortho and para 
For analysis or for scientific uses 
For industrial use and other purposes 
| OXIDES (MONO, FROTO OR SKBQUI) :— 
Cobalt 
For industrial and other purposes :-—- 
tue ° 
Black 
(Chromium 
AMYLACEOUS OR GELATINOUS MEDICINAL CAPSULES 
N3.M 


MFDICINAL INJRCTION OR INJECTABLE SOLUTIONS 
With a base of definite inorganic or organic chemical product 
With a base of hormotherapie or opotherapic substances 
ALARM CLOCKS 
With case of wood or base metal 
With case of al tb ster, jasper, marble, porphy: ry and similar 
stones, whalebone, horn, bone, plastics, earthenware, 
glass and the like, or covered with leather 

With case of mother-of-pearl, ivory, tortoiseshell, 
silver plated metal 


gilt or 


APPARATUS 
Photographie or cameras including verascopes 
For negatives less than 13x18 cms., with or without 
lenses 


Weighing up to 200 gr 


Over 200 gr. and up to 600 gr. 
Over 600 gr. and up to 1 kg. 
Over l kw 
Box ty} 1lso known as Brownie, with ordinary meniscus 


lens with fixed aperture 


MICROSCOPES, MONOCULAR OR BINOCULAR :— 
Compound 
With movable stage, including four objectives and four 
evepleces, and others, h.s.m 
TRANSFORMERS, STATIC, ELECTRIC CURRENT, SOUND FREQUENCY 
AND THE LIKE, WITH OR WITHOUT WATER, AIR OR OIL- 
COOLING 
Weighing up to 10 kg 
Over I up to 100 kg 
j Over 100 kg. up to 200 kg. 
Over 200 kg. up to 500 kg 
Over 500 kg. up to 2,000 kg. 
(iver OOO kg 
APPARATUS 
Electro-suryical, electro-dental, electro-therapeutic, electro 
diagnosti radio-therapeutic and radio-diagnostic, 
X-ray, ultra violet ray and other rays. high frequency, 
cataphoresis, canterization, diathermy, medical electro- 
| lysis, faradization, heat producing and the like, with | 
| a!) their electrical accessories, such as motor, pantostats, 
rheostats, transformers, but excluding bulbs, lamps, 
| tubes, burner or valves, for X-rays, uitra-violet and 
} other ra 
Weighing up to 5 kg 
Over 5 kw. up to 10 kg 
Over 10 kg. up to 50 kg 
| Over 50 kw to 100 kg 
MACHINES (ENGINES) 
Motive 
C. Electric dynamos 
Alternat boosters, generators and the like, with 
their starters 
Ww ver 50 kg. and up to 100 kg 
Kilo Gross Weight. K.L.W.—Kilo Legal Weight. K.R.W 
T.G.W.—Ton Gross Weight T.L.W.—Ton Legal Weight 


FFAS 


Brazilian Import Duties Under Torquay Agreement 


Fr Am OAR 


rr aa AAT 


Fx FR 


Fr FF FAR 
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New Rate 
of Duty 


Cruzeiros 


R.W. 37-17 


R.W. 0-50 
R.W. 0-50 
R.W. 4-48 


R.W. 5-18 
R.W. 1-12 


R.W. 43-33 
R.W. 3-01 
R.W. 4-48 
K.W. 2-24 


R.W, ¢ 
KRW. 1 
R.W. 2-2 


R.W. 3-092 
R.W. 1-12 


R.W. 3 
R.W. 2 


50 
a4 


R.W. 6-03 
R.W. 4:48 


18-20 
7-20 
R.W. 4-00 
R.W. 148-40 
4-40 
4-00 


13 
22 


Each 10-02 


Kach 21:84 


Kach 43-63 


Fr Fea 


Each 


rer 


kh 


.W. 35-00 
.W. 30-00 
«W. 24-00 
.W. 23-00 


.W. 14-00 


51-86 


Ww 
Ww 
w 
Ww 
w 
WwW 


6-60 
5-04 
3-60 
2-88 
1-68 
O-s4 


LW. 4°56 


Kilo Net Weight 


The above list may contain words which in the United 
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Changes in Greek Exchange Rates 


TRANSLATION of the Greek Cabinet’s decision about the 
devaluation of the drachma has been received from Athens by the 
Board of Trade. The par value of the drachma in relation to the 
United States dollar is fixed at 30,000 drachmae to one United States 
dollar (the cross-rate to the pound sterling being 84,000 drachmae 
to £1) as from 9 p.m. on April 9, 1953. 

This decision also abolishes the contribution tax (exchange levy) 
on imported goods. Goods which were shipped prior to April 9 and 
for which credits were opened will be paid for at the old rate 
of exchange and will be subject to the levy. Goods shipped after 
April 9 will be paid for at the new rate but will not be subject to the 
levy. 


Further Relaxations of Greek 


Import Restrictions 


HE® MAJESTY’S Embassy at Athens have forwarded the text 
of the Greek Protocol No. 29268 of April 17, 1953, relating to 
imports, effective as from April 18, 1953. 


All commodities, except those mentioned below, may be freely 
imported from :— 

(a) Countries participating in the European Payments Union 
and from Finland, Yugoslavia, Spain and Uruguay, or from 
countries with payment through the E.P.U. or the pertinent 
clearing agreements, under E.2. procedure, i.e. free of quanti- 
tative or qualitative restrictions but subject to invoice price 
control. 
from sources stated in Procurement Authorizations for all 
transactions financed by the Mutual Security Agency of the 
United States Government, under D procedure, i.e. import 
licensing through the Bank of Greece. 

(c) from the United States of America and Possessions, and 
Canadian sources for all non-M.S.A. financial transactions 
with payment in State dollar exchange, under D procedure. 

Application for imports from any sources with payment other than 
those stated above will be processed under D procedure and require 
approval by the Executive Committee of the Foreign Trade Admini- 
stration. 

Machinery and machinery spare parts may be imported under E.2 
procedure with the prior approval of the Ministry of Industry. 

Petroleum products may be imported by firms enumerated in 
Decision 1200/50 and are subject to D prodedure. 

Imports of the following commodities may be effected only in 
accordance with F.T.A. Decision 71877/52. 


(b) 





List A 
Tariff No Commodity 
87 (i) Reptile skins, ete 
43 Furs, fur leather, fur coats, excluding scrap fur of T.N. 43 (e) 
58 (j) Precious stones 
80(b)0,84(f) Cutlery, silver-plated or gold-plated and gold or silver trays. 
126, 127 Silver and silver goods 


Gold, goldware and jewellery 

Pocket and wrist watches, and watch cases of silver and gold. 
(e) 1,2 

162, 164, 165, 
166 (b), (e), 
(d), (e) 

2465-255 

266 (c) 

266 (e) 


Perfumes, perfumery products 


Textiles and items of natural silk. 
Passenger automobiles of value in excess of $1,800, ex factory. 
Convertible type passenger automobiles 


Imports of the following commodities may only be effected through 
payment and import procedures as indicated in (a) or (b) above unless 
specially authorized by the Executive Committee. 


List B 
Tariff No Commodity 
& (a) Wheat and flour 
# (i), G) Rice, in general 
15 (g@) Coffee 
28 Sugar 


60 (a) Coal ai ei 


Any inquiries arising from this notice should be addressed to the 
Board of Trade, Commercial Relations and Exports Department 
(Tariff Section), Room 6150, Horse Guards Avenue, London, S.W.1. 
(Telephone : Trafalgar 8855, Extension 2420.) 





BOARD OF TRADE JOURNAL 





2 May 1953 





Brazilian Customs Tariff 


Amendments 


RAZILIAN Law No. 1827 of March 23, 1953, makes certain 
modifications to the Brazilian Customs Tariff. 

The terms of the Law are as follows :— 

Art. 1. The following shall be classified under Article 1887 of the Customs 
House Tariffs and be subject to duties at 100 per cent. ad valorem : 

Sheets and other articles manufactured from vinylic resins : 

a. Sheets: manufactures, pieces, bits, white, coloured or 
plain, embossed or prepared in any other manner ; 

b. Paper or cardboard covered with vinylic resins ; white, 
plain or printed. 

c. Textiles covered or waterproofed with any vinylic resins ; 
of any type of textile, in manufactured goods, pieces, bits, 
plain, printed, or prepared in any other manner. 

d. Manufactured goods from sheets. 

e. Cords, tubes and other shapes. 

Art. 2. The alterations mentioned in the preceding articles shall be 
effective for five fiscal periods, including that in which this law 
is published. 

In the fiscal period immediately following the fifth, the increase 
shall be reduced to 50 per cent. 

Art. 3. This law shall be effective 30 days after its publication. 

Art. 4. Contrary stipulations are hereby revoked. 


Brazil 
Free Exchange Market 


A LIST of Brazilian commodities for which payments are eligible in 
part for the free market rate was published in the Board of Trade 
Journal on March 7, 1953. 

It has subsequently been reported from Rio de Janeiro that the 
Office of the Comptroller of Currency and Credit has approved 
(a) the transfer of bananas to the category to be alloted 50 per cent. 
of the exchange proceeds for sale in the free market and (b) the in- 
clusion of unshelled Brazil nuts and timber from the Amazon district 
in the category to be allotted 30 per cent. of the exchange proceeds at 
free rates. 


French Imports from the 


Sterling Area 


NOTICE published in the French Journal Officiel of April 22 

contained amendments to the Journal Officiel Notice of April 15 
regarding French imports from the Sterling Area (see last week’s 
Board of Trade Journal, page 866). 


I. Products Imported by Associations or Similar Organizations 





Tariff | 
Item 


a ee _—— 


Description of Goods | Association 





a = | 
733 & 734 |Skins of ovine animals and caprine 


Groupement d'importation des cuirs et 
animals, simply tanned } 


peaux bruts, 


II. Products Imported under Licences Examined as and when 
they are Received. 








Item Tariff Description of Goods 
No. Item 
Add— 
0505 Various Miscellaneous organic chemical products. 
0005 Various Cork and articles in cork. 
Delete — 
0609 730, 733, 734, | Hides and skins of large bovine animals, ovine animals, or caprine 
736 to 740, animals, simply tanned. Curried hides and worked skins 
741 C to G. after tanning (excluding pig skins, and deerskins and antelope 
skins). 
Add—- 
0609 730, 736 to | Hides and skins of large bovine animals. Curried hides and 
740, 741C to! worked skins after tanning (excluding pigskins, and deerskins 
a. and antelope skins.) 
Delete — 
0610 Various Various raw materials, textiles and paper. 
Add— 








0610 Various . | Textile raw materials. 
| 





The French text of the Notice may be seen at the Board of Trade, 
Commercial Relations and Exports Department, Tariff Section, 
Room 6147, Horse Guards Avenue, London, S.W.1. 
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SELL BY THE CLOCK — NOT BY THE CALENDAR 


Fly your freight 
and your 
_ Fepresentatives 

















Delivery in hours, instead of days. Save on warehousing, packing, 
breakages and insurance. Often it costs you less to get there 
first. It pays, too, to have your representatives on the spot fast/ 


FREE! Ask your local B.O.A.C. Forwarding Agent for 
your free copy of “B.O.A.C. Air Freight” or write direct to B.O.A.C. 
Air Freight Dept., Airways Terminal, S.W.1. Tel.: VIC 2323. 


BRITISH OVERSFAS AIRWAYS CORPORATION 











FIRE! quick: 


WHERE’S YOUR 


NU-SWIFT ? 


The World's fastest 

and most reliable 

Fire Extinguishers 

Pressure-operated by sealed co, Charges 
NU-SWIFT LTO + ELLAND + YORKS 

In Every Ship of the Royal Navy 




















FACTORIES TO RENT 
IN CANADA 


THE AJAX INDUSTRIAL ESTATE * AJAX - ONTARIO 


CANADA'S FIRST PLANNED INDUSTRIAL COMMUNITY ON THE 
QUEEN ELIZABETH HIGHWAY, 25 MILES EAST OF TORONTO 


All enquiries to : 
SLOUGH ESTATES (CANADA) LIMITED 


SLOUGH ESTATES HOUSE BRITISH TRADE CENTRE 
16 BERKELEY STREET @ ROYAL BANK BUILDING 
LONDON, W.1, ENGLAND TORONTO, CANADA 

Telephone MAY fair 7654 Telephone EMPire 31-9077 


TRADE JOURNAL 911 


Gou can COUNT ou Coceder hoot 


| GENERAL 


PURPOSE 
COUNTERS 


Operated 
Mechanically 
or 


Gocwienty Please ask for Iflust- 


rated Foider ‘T’ giving . 
details of full range. TEXTILE 


area. COUNTERS 
rasoe —s 2/9 Shili Reset Pick Counters 
MARK G ; 
ATD. Visit our Stand No. B22 
at the B.1.F. Olympia 
Tel. : THORNTON HEATH 3477/8 


20 PURLEY WAY, CROYDON, SURREY 


GQ 4, 2, 


London Office 








ALL CLASSES 


SACKS & BAGS 


New and Second-Hand 
FOR HOME AND EXPORT 


SAMUEL NOBLE 


& SON (LIVERPOOL) LTD. 


MANUFACTURERS & MERCHANTS 


ADASTRA WORKS, MARYBONE 
Phone: LIVERPOOL 3 


Central 0302/3 


Telegrams: 
“ Adastra" 














panada 


Labour conditions 


If you plan to establish a factory 
anywhere in Canada, and wish 
information on local labour, trans- 
portation, power, markets, etc., 
call on our Business Development 
Department. We welcome inquiries. 


London Offices : 


6 Lothbury, E.C.2 
2 Cockspur St., S.W.1 


THE ROYAL BANK 
OF CANADA 


Over 780 branches in Canada, the West Indies, 
Central and South America 








ASSETS EXCEED $2,675,000,000 


vated with limited liability in Canada in 1469 
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FOR ALL WHO USE MACHINERY... 


MACHINERY MARKET, the weekly commercial 
engineering journal founded in 1879 has a worldwide 
readership. Every form of manufacture Is covered by 
its readers and advertisers — ali who use or need 
machinery and engineering equipment. 


Machinery Market"’ is published every Friday—I/- 
Annually 55/-; incl. M. M. Year Book 63/- 


a eel > ii) er te sh hee PT ow Specimen Copy gladly sent on request 


M.M. YEAR BOOK, published every January, is an 
“Informative Guide "’ of great value to manufacturers 
and all who handle machinery and engineering 
material. Attractively produced, the 1953 Edition 
contains 820 pages of vital information. Price of 
single copies 15/- net. 


The “ Machinery Market ’’ Limited, 146a Queen Victoria St., E.C.4 
Telephone: CiTy 1642 (6 lines) 


%& %& The classified Supplement of Machinery Market”’ Publishers of: " 
contains each week an immense selection of plant and rounded 6ir9 


engineering material advertised for Sale, Wanted and for | 
Auction—over 2,000 advertisements to peruse each week! 
Member of A.B.C. 


THE COMMERCIAL ENGINEERING JOURNAL 





















SELLING IN AMERICA 


‘“‘ Exporting to the United States of America” 
Published by H.M. Stationery Office, 1951. Price 2s. 6d. net. 


A detailed survey of the American market covering market 
research, merchandising, sales promotion, U.S.A. Government 
regulations, and guarantees by the Export Credits Guarantee 
Department. 


** Dollar Exports Sales to Public Authorities in the U.S.A.” 
Published by H.M. Stationery Office, 1952. Price 12s. 6d. net. 


A survey of Purchasing Legislation and Practice in relation to 
Federal, State and Municipal Agencies. 
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U.S. Control on Imports of 
Chinese and N. Korean Origin 


FURTH ER to the notice in the Board of Trade Journal on January 24, 
1953 (page 164), about the effect of the United States Foreign 
Assets Control Regulations on imports into the United States of goods 
originating in China and North Korea, the Board of Trade have now 
received advice of additions to the list of regulated commodities, as 
follows :— 
Sub-paragraph (2) is extended to include :— 
Aniseed and aniseed oil ; 
Menthol. 
The items, 
Bristles, hog, Asiatic ; 
Bristles, hog, dyed ; 
are extended to include such bristles in knots or other processed 
condition. 
Sub-paragraph (3) is extended to include :-— 
Agar, Agar ; 
Tapestries (including needlework tapestries) ; 
Tapioca (including tapioca flour). 
The item, 
“* Furniture, hardwood,” 
is amended to read, 
‘Hardwood manufactures including furniture.” 

United Kingdom exporters to the United States are reminded that 
merchandise originating in China or North Korea which has not been 
manufactured or processed beyond the stages mentioned in Item 1 
of the notice of January 24, will be excluded from entry into the United 
States. 

In cases of doubt, United Kingdom exporters may refer either to 
the Treasury Attache, American Embassy, Grosvenor Square, 
London, W.1. (Tel.: Grosvenor 9000), or to the Commercial 
Relations and Exports Department, Board of Trade, Horse Guards 
Avenue, London, S.W.1. (Tel.: Trafalgar 8855.) 


Icelandic Import Regulations 


THE ATTENTION of United Kingdom exporters is drawn to the 

existing import regulations in Iceland (details of which were 
published in the Board of Trade Journal on March 29, 1952, page 
673), which require the Icelandic importer either to pay for the goods 
in advance or to obtain a guarantee from a Bank that the foreign 
currency will be made available. 

If the importer neglects to obtain a prior guarantee of sterling he 
may be unable subsequently to clear the goods through Customs on 
arrival. If goods are not paid for within 30 days of arrival and 
guarantees of payment have not been given the Icelandic Customs 
authorities have the right to return them to the country of origin. 
It is, therefore, essential for the United Kingdom exporter to make 
sure that the Icelandic importer has secured the necessary sterling 
to pay for the goods he has ordered. ‘To hold an import licence— 
where this is required—is not in itself sufficient to guarantee payment, 
and United Kingdom exporters are strongly advised to seek from the 
Icelandic importer written assurance, in which is quoted the number 
of his guarantee, before shipping goods to Iceland. 
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United States Tariff Classification 


"THE Board of Trade have received a United States Treasury 
Decision (T.D. 53226), regarding tariff classification of certain 
goods imported into the United States :-— 

Mustard Seeds of the type ¢ hiefly used for propagation of plants producing 
vegetable greens are classifiable as other garden and field seeds not specially 
provided for under paragraph 764, Tariff Act of 1930, and dutiable at the 
modified rate of 14 cents per pound rather than as spice seeds (whole mustard 
seeds) under paragraph 781 at the modified rate of § cents per pound. 

This ruling will result in the assessment of duty at a higher rate than 
previously, and will apply to goods entered or withdrawn from warehouse, 
for consumption, 90 days after April 2, 1953. 


FURTHER to the notice published in the Board of Trade Journal on 
March 14, 1953 (page 551), about the United States Court of Customs 
ruling that certain linoleum described as “‘ third gauge sheet marble ”’ 
is classifiable as “* other linoleum ” under paragraph 1020 of the Tariff 
Act of 1930, as modified, the Board of Trade have now been advised 
that the United States Bureau of Customs have decided to appeal 
the decision of the United States Customs Court. The date of the 
hearing of the appeal is not yet known. 


Tariff Investigation on Mustard Seed (Whole) 


FURTHER to the notices published in the Board of Trade Journal of 
February 21, 1953 (page 383), and April 18 (page 818), about the 
United States Tariff Commission Investigation on Mustard Seed 
(Whole), the Board of Trade have now received information that the 
types of mustard seed chiefly used for propagation of plants producing 
vegetable greens are now classifiable under paragraph 764 of the United 
States Tariff Act of 1930, as modified, and are not subject to the In- 
vestigation. 


Belgian Import Licensing Regulations 


HER MAJESTY’S Embassy at Brussels report that, as from 
April 15, 1953, the following items are subject to import licences in 
Belgium :— 

Tariff No Description 
*153 Wine and gra; 
*154 Sparkling wine 
733 (a) 2.Locks and padlocks, also with their keys, of cast fron, fron, steel or malleable cast 

iron, except steei locks for motor-car bodies, also with their keys. 


e must 


* These items are included in the Belgian liberalization list and licences will be granted 
automatically 


Benelux Customs Tariff 


IN the Benelux Customs Tariff Notice published in the Board of 
Trade Journal of April 4, 1953, pages 699-700, tariff item 855 (a) 
should read :—Cutting and welding blow pipes ; valves for pneumatic 
tyres. 


Australian Tariff Board Inquiry 


ACCORDING to telegraphic advice received from the United King- 
dom Senior Trade Commissioner at Canberra, the Australian Minister 
for Trade and Customs has withdrawn from the Tariff Board the 
reference (announced in the Board of Trade Journal on April 4, 
page 710) relating to Rubberized cork sheeting. 














ROBERT 
HOUGH ! 


(Proprietors: \WMEHOUSE PAPERBOARD MILLS Le) Sp. 


PACKERS > IMPORTERS - EXPORTERS 


*4LisuEn 


HOUGH'S WHARF- NARROW S!-LONDON E14 
7é/: 5632 (3 lines)-/ah/es:" DADERSTOCK' LONDON 


TEMPLE MILL- MARLOW-BUCKS 
7eé: MARLOW 9 


WASTE PAPER: ROPES 
FLAX WASTES:BAGGING 
COTTON LINTERS 








COTTON&LINEN RAGS 
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New Zealand Customs Decisions 


THE New Zealand Customs Department have issued the following 
decisions concerning the classification of goods shown in the New 
Zealand Customs ‘Tariff :— 


Tariff 
Item No 


159 (4) 
338 (12) 


352 (a) 
252 (b) 


Tiles, linoleum 


Decision 


Wireless broadcast receiving sets 


Television receiving seta. 
Woollen mill ete 


Opening-up or waste shaking machine 


Fish filleting machines 


365% (8) (ce) Fountains, soda, for dispensing aerated drinks. 


356 (1) (c) Wheels, including tyres mounted thereon, ot 
items 333, 348, 366, 379, 380, 381, 38%, 389. 


366 


Lebanese Official Journal amending the Customs Tariff. 


Wheels specially suited for use 


on road graders. 


her than those classed under Tariff 


Lebanese Customs Tariff 
Amendments 


THE Board of Trade have received a translation of notices in the, 


In the 


changes shown below, deletions from the text are enclosed in square 
brackets, and italics indicate additions :— 





| Other pictorial wares on paper 


| Radio-electric 


| 


Item | 


or cardboard (incl. pictures, en- 

gravings, photographs, litho- 

ayo and transfers) : 

(a) Pietorial wares in printed 
sheets for children's scrap- 
books and picture beoks ... 

(b) Other : : 
Crepes (of pure artificial silk) 
(b) Printed ornamented or 
figured: . ve ein 


(1) “* Oatineh ** 
(2) Other ... 


Other fabrica (of pure artificial 
silk) not elsewhere specified 
(incl. close- and loose-woven 
fabrics: poplins, muzslins, 
grenadines, voiles, gauzes, | 
“étamines’’ ete.), weighing 
per square metre; 

(b) Over 75 grammes : 
(2) Printed ornamented 
or figured : a 


1. “Quatineh’’ 
li. Other 


for 
and 


apparatus 
telegraphy, telephony 
television : 
(c) Other 
** Radio teleprinter"’ appar- 
atus for press use 
(d) Other : 





ad eal. 
ad val. 


kg. net or ad val. 
whichever is the 
wreater 
ad val. 
kg. net or ad val. 
whichever is the 
greater 


kg. net or ad val 
whichever is the 
greater 
ad val, 
kg. net or ad val 
whichever is the 
greater 





| 
| 
| 
| 
| 
| 
| 
| 





Rate of Duty 
in ome 


25 per cent. 


1,000 piastres 
40 per cent. 


900 plastres 
40 per cent. 


25 per cent. 





New 


Exempt 
25 per cent. 


40 
1,000 piastres 
40 per cent 


cent. 


40 per cent. 


900 plastres 


40 per cent. 


1 per cent. 
25 per cent. 








Department, 


Representation Overseas 


IS NOT an easy matter, without making enquiries on 
he spot, for firms in this country to find and select the 
most suitable representatives for the sale of their goods in 
overseas markets. 


In this difficulty, United Kingdom exporters may invoke 
the assistance of the Commercial Relations and Exports 
Board of Trade, 
Whitehall, London, S.W.1, which will, in association with 
overseas officers in all parts of the world, make enquiries 
locally to find the right agent. 


Horse Guards 


Avenue, 
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New Zealand 
Inquiry into Tariff Rates on Stationery, Paper, etc. 
TELEGRAPHIC information has been received that the New 
Zealand Board of Trade proposes to inquire into and report upon 


the question of what rates of duty should be imposed under Tariff 
Items 304 and 305. The present rates of duty are as follows :— 





| ! 
Tariff | 
Item | Description 
No. | 
K | Stationery, and paper, | 
manufactured, viz., 


Canadian General 


Agreement 


British Australian 
Preferential | Agreement 


| account-books, scrib- 
| bling-books, letter- 

books, copying letter 
H books, counter 

books, guard books, 

copy-books with 
| headlines on each 
| page, drawing-books, 

sketch-books,diaries, 

birthday-books, 
scribbling and letter 
blocks ; book-covers; 
book-markers, _ bill- 
head, invoiee, and 
statement forms ; 
cheque and draft 
forma; tags; labels, 
all kinds; printed 
window - tickets; 
blotting-pads; Christ- 
mas, New Year, Birth- 
day, Easter, and other 
booklets and cards, 











n.e.L.; gen 
graphed, ruled, or 
Sobemet stationery, 
n.ei.; albums, all 
kinds hat . 
Stationery n.e.1.; cards, 
printers’ menu, pro- 
gramme, calendar, 
Christmas, and simi- 
lar, of cardboard, 
celluloid, or similar 
material, edged, or 
having embossed or 
printed thereon such 
words as “Menu,"’ 
“Calendar,”’ “‘Christ- 
mas Greetings," but 
otherwise unprinted, 
and suited to be 
completed in New 
Zealand... ae 


55 per cent.® 


20 per cent.* | 30 per cent. 

















20 per cent.* | 30 per cent. 30 per cent. 50 per cent.* 





® Plus surtax at the rate of nine-fortieths of the amount of duty. 
Where it is indicated in the column headed “ British Preferential ” 
that surtax is payable, such surtax relates only to goods imported from 
Ireland (except Northern Ireland), Union of South Africa, India, 
Pakistan, and Canada (including Newfoundland). 

For the purpose of taking evidence on the review of these Tariff 
Items, the New Zealand Board of Trade will hold a public inquiry 
commencing on Tuesday, August 4, 1953, at 10.30 a.m., in the Board 
Room, First Floor, Departmental Building, Stout Street, Wellington, 
New Zealand., 

Notes for the guidance of witnesses in preparing evidence for these 
Tariff inquiries are available on application to the Commercial, 
Relations and Exports Department, Board of Trade, Room 6150, 
Horse Guards Avenue, London, S.W.1. (Tel.: Trafalgar 8855, 
Ext. 2420.) 

A typewritten statement of the evidence to be tendered, compiled 
in accordance with these notes for guidance, should be lodged with 
Mr. R. F. Wilson, Secretary, Board of Trade, G.P.O. Box 2424, 
Wellington, C.1, New Zealand, on or before Tuesday, July 21, 1953. 
Each statement will, in general, need to be presented under oath at 
the public inquiry by the person tendering it. 

Where United Kingdom interests propose to submit evidence, 
would they please advise Board of Trade, Commercial Relations and 
Exports Department, Horse Guards Avenue, London, S.W.1, of 
their intentions. 


Pakistan Tariff Commission 


THE United Kingdom Trade Commissioner in Karachi has reported 
by telegram that the Pakistan Tariff Commission were to hold 
inquiries into the claims for protection of the Canvas Footwear 
Industry on April 18, 1953, the Iron Safe and Almirah Industries 
on April 30, and the Torch Industry on May 2. 
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CREDIT LYONNAIS|| Qotura Group 


‘orice. 40 LOMBARD STREET, E.C.3 FABRIC BACKED and PLAIN LATEX FOAM 
SHEETING for the Shoe Manufacturing Trade 








WEST END BRANCH: 


25/27 CHARLES I! ST., HAYMARKET, S.W.I 


LATEX FOAM MANUFACTURERS 
Private Safes for rental at this office LAFOTEX 


L CR Ae 


Travellers’ Cheques issued in French Francs | Specialists for INSOLING, HEEL PIECES, 


payable at all Branches of the Bank in France BOTTOM FILLINGS, LININGS 
and the French Franc Area. 











SOCKS for the Orthopaedic Trade 
ALL BANKING TRANSACTIONS | THE FUTURA GROUP OF COMPANIES 





All communications to:— 


BRANCHES IN EGYPT, NORTH AFRICA, FUTURA RUBBER CO. LTD. 
SYRIA AND ON THE WEST AFRICAN COAST River Meadow Mills, 


Tel.: STA 2295/6/7 STALYBRIDGE, Cheshire 





SUBSIDIARIES IN | FUTURA RUBBER CO. LTD. J. BUTTON & CO. LTD. of 
BRAZIL, LEBANON, PERU & PORTUGAL | of STALYERIOGE LONDON, W.C.1 | 


FABRIC COMBINERS LTD. of HOMEX SUPPLIES LTD. of | 
| OLDHAM LONDON, W.C.1 


| 


Central Office: PARIS Head Office: LYONS LATAFOAM LTD. of OLOHAM — LAFOTEX LTD. of STALYBRIOGE 




















MH) ABH) (OR) Ass LY LN 

: oF e? ee 

dont? pay mag andling x payor mi 
#y O& GX AN GS 


Puttey BLOCKS 


4 “ YA, a | pe up less floor space. Bedford all- 


i Pe steel adjustable shelving makes 
ieee iat tia ao pil use of vertical space to extend 


—where it will be safe and take 


with ye : your storage area. You can move 
STEEL Chassis, S ¢ Tia f | MODEL 61 O.T. the shelves up or down to suit 
TEEL Gears > 4 | Corner posts are punched the size of your products. Shelves 


High Tensile STEEL Chains ‘ae | & 2 in. centres to alow are reinforced for heavy loads. 
. dea, at a | positioning of shelves. 
LIGHTWEIGHT for Easy 


Transporc MODEL 71 CT. 


& ¥ 4 
ENCLOSED for protection Bee Bin fronts can be supplied 


: mi Rn to these shelves with solid 
in all conditions . roe back and sides. 


THE VAUGHAN CRANE CO. LTD. 
MANCHESTER 12 ENGLAND. 


W rite for illustrated leaflet : | 
JAMES BEDFORD : co. (Hatirax) tro. 


GROVE WORKS, VICTORIA ROAD, SOWERBY BRIDGE 
YORKSHIRE. Telephone : HALIFAX 81800 





Midiand Representative : G. H. Trowse, 73 Highway Road, Leicester. ‘Phone : 36698 











916 




















BOARD OF TRADE JOURNAL 











Direct Shipments 


to and from the 


PORT OF GLASGOW 


on the River Clyde 


serve at attractive charges 


INDUSTRIAL SCOTLAND 


and adjoining territory 





Facilities of the First Class for Ships 


and Cargoes—Foreign and Coastwise 





Write General Manager and Secretary 


THE CLYDE NAVIGATION TRUST 


16 ROBERTSON STREET, GLASGOW, C.2 
Telephone: Cent. 2695 








L.P.W. 


Lioyd’s Packing Warehouses Limited 
Lioyd’s Paper Industries Limited 
Lioyd’s Sawmills Limited 
Lioyd’s Transport & Warehousing Co. (Manchester) Ltd. 


MAKERS-UP AND PACKERS OF 
TEXTILE GOODS FOR EXPORT 


PACKING OF MACHINERY A SPECIALITY 


Packaging of all types. Manufacturers of Waterproof 
Wrappings and Waxed Papers. 


Waterside Warehouses and Bonded Stores. Haulage 


Contractors. Shipping and Forwarding Offices in Bir- 
mingham, Bradford, London, Liverpool & Manchester. 


Woodworking factories equipped for mass production 
of cases, boxes, joinery, etc. 


Registered Offices: 


PRINCESS STREET, MANCHESTER, 1 
Telephone: CENtral 4400 (20 lines) 

















NOTICE TO “ JOURNAL” READERS 
AND ADVERTISERS 





The Board of Trade Journal is published by H.M. 
Stationery Office, Price 9d. (Annual Subscription £2 5s. Od. 
including postage), and is obtainable directly from the 
following addresses: York House, Kingsway, London, 
W.C.2 ; 423 Oxford Street, London, W.1 ; P.O. Box 569, 
London, S.E.1; 13a Castle Street, Edinburgh, 2; 39 King 
Street, Manchester, 2; 2 Edmund Street, Birmingham, 33 
1 St. Andrew’s Crescent, Cardiff ; Tower Lane, Bristol, 1 ; 
80 Chichester Street, Belfast ; or ‘through any bookseller. 


Crown Copyright Reserved. Extracts may be published 
if the source is duly acknowledged, except that permission of 
the authors must be obtained to reproduce signed articles. 


Subscriptions and Sales Inquiries should be addressed 
to the publishers at any of the above addresses. 


Editorial Communications should be addressed to the 
Editor, Board of Trade Journal, Room 2407, Board of 
Trade, Horse Guards Avenue, Whitehall, London, S.W.1. 
(Telephone: Trafalgar 8855, Ext. 2035.) Address for tele- 
grams and cables: ‘‘ Boneblack, London.” 


Advertisements. Applications concerning the insertion 
of advertisements in the Board of Trade Journal should be 
addressed to the Director of Publications, H.M. Stationery 
Office, Atlantic House, Holborn Viaduct, London, E.C.1. 
(Telephone : City 9876, Ext. 147.) 


The Government accepts no responsibility for any of the 
statements in the advertisements and the inclusion > 4 any par- 
ticular advertisement is no guarantee that the goods or services 
advertised herein have official approval. 


Reprints of Articles. Reprints from the Board of 
Trade Journal will be supplied at the rate of £1 10s. Od. 
per page (or part) for 250 copies. Larger quantities will 
be supplied at a charge of 3s. 6d. per page for each addi- 
tional 125 copies. 


Orders with remittances should be addressed to the 
Director of Publications (S.A.), H.M. Stationery Office, 
Atlantic House, Holborn Viaduct, London, E.C.1, and should 
be received not later than on the Friday following publication 
of the Board of Trade Journal from which the extract is to 
be taken. Cheques should be made payable to H.M. 
Paymaster-General. 











Addresses of Board of Trade Departments, 
Officers and Overseas Representatives 
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Directory of Board of Trade easement 
and Their Work ... 20 Sept. 1952 


U.K. Commercial Seperate pana 25 Apl. 1953 
Overseas Chambers of Commerce in London 7 Mar. 1953 
Board of Trade Departments vee «» 18 Apl. 1953 
Board of Trade Regional Controllers 25 Apl. 1953 
Board of Trade District Offices «+ 17 Jan. 1953 
Export Credits Guarantee Department... 7 Mar. 1953 
British Chambers of Commerce Overseas... 24 Jan. 1953 
Trade Enquiry Offices in London we. 7 Mar. 1953 
U.S. Consular Offices in the U.K. 29 Nov. 1952 
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Revisions in the 


THE following changes in the Venezuelan Tariff have been notified 
by H.M. Secretary (Commercial) in Caracas :— 





Tariff Item 


26: 7 


451 





Description 


Manufactured glass :-— 
Laboratory yey and apparatus 
Ampoules and vials : 
Unspecified, including tubes, rods and funne is 
Clothing, half-made or ready cut 
For men: 
Rayon socks 


Printed paper and cardboard 
Tickets for sports and entertainments 

Cork :— 

Manufactured in sheets, the thickness of which does not 

exceed 10 mm. 

Special cloths : 

For the interlining of shirt collars 

Hydrogenous oils and greases 

Aluminium : 

In corrugated sheets 

Artificial plastic materials, unspecified - 

Elastoplastics which may not be vulcanized in sheets, 

the thickness of which does not exceed Imm. 

In soles for the manufacture of shoes 

Articles for agricultural use (this designation covers the 

following articles exclusively): 

Items designed exclusively for the inetallation of sugar 
mills and other factories for the manufacture of 
sugar and “ papelon’’ and the necessary spare 
parts for the use of such establishments, as 
follows :— 

Purifying equipment ; clarifving equipment ; 
evaporation equipment; sharpening equipment ; 
transmission apparatus; bronze pumps for syrup; 
molasses pumps; sugar cars; centrifuges; cane 
carriers, with their steel rails and boards; 
buildings ; railway material; motors; evaporat- 
ing pans, copper bronze and iron; bagasse 
burners and grill; bagasse dryers; steel tanks 
with conical bottoms for syrup; steel tanks for 
purified syrup; cylindrical steel tanks for hot 
water; tanks with syrup sieves; tanks for 
molasses ; sugar-grinding mills, other parts and 
accessories ; steam piping and exhaust piping ; 
steam boilers and other accessories ; erystalizers ; 
gears, worm gears, feed canals; scales for the 
weighing of cars, sugar, syrup and molasses; 
sugar dryers ; steam traps ; . ane 

Special cloths :— 

Elastic 

For the manufacture of bedspreads : and bed cov ers, with 

a design covering a minimum of 130 cm, ... é 

Jacquard woven fabrics 

Note.—Items P and Q have already been in force since 

January 18, 1952. 

Pork lard P 

Note-—When the tins of lard referred to under this 
heading are imported in wooden crates, they shall be 
appraised in the corresponding tariff class, Jeas 8 per 
cent. on the duties resulting from the gross weight of 
the package. 

Note.—-According to a Resolution dated September 30, 
1952, it is now no longer necessary to obtain prior 
import licence for pork lard. 

Dried or desiccated fruits :— 





Shelled almonds 
Almonds in shells . 
Unspecified 





Duties in 
Bolivares 
per Kilo Gross 


60-00 
plus 90 per cent. 
ad valorem 


10-00 





Free 
8-00 

25-00 

25-00 


2-00 








BOARD OF TRADE JOURNAL 


Venezuelan Tariff 


Tariff Item 











Description 


| Preserved fruits 


Fruits (except tropical fruits, pineapples and citrus | 
fruits) preserved io tins or jars, in light syrups with 
20 per cent. to 50 per cent. sucrose or dextrose | 

Fruits in syrup (except tropical fruits, pineapples and 
citrus fruits) preserved in tins or jars in syrups with 
more than 50 per cent. sucrose or dextrose 

Unspecified 

Spices 

Unspecified 

Note The importation of garlic requires a previous | 
licence issued by the Ministry of Development | 

Flour 
Oatmeal 
Dry fodder 
Alfalfa hay 
Unspecified 
Preserves and preparations :— 

Tomato 
Sauces 
Juices 
Pastes 
Whole tomatoes in adequate containers 
Preparations containing tomatoes as the principal 

ingredient 

Note.—-The specifications listed in sub-sections Nos 
1 to 5 are subject to the following conditions: 
The container must be automatically manufactured 
and sealed, without toxic metals and without 
solder, the interior coated with a varnish to pre- 
vent contact of the preparation with the metal 
of the container, the label to state the date of 
manufacture 

Note.— According to a Resolution dated September 
30, it is now no longer necessary to obtain prior 
import licence for tomato preparations or pre- 
serves. (September 30, 1962.) 

Preserves and preparations: 

Food products for dietetic use, unspecified, qomteteng 

cocoa ip any proportion 
Special foods 
For children and dietetic use, not containing cocoa 








Suppressed 


Confectionery products 
Confected candies and fruits (glossed, 
glazed) 
Unspecified ‘ 
Cocoa and ita derivatives ;— 
In any form 
Sterilized fruit juices :-— 
Tropical fruits, pineapples and citrus frulte 
Unspecified 
Sanitary articles 
Towels, serviettes, tablecloths and and or cardboard 
cutlery ‘ 
Drinking straws 
Silver 
Clocks, watches of ordinary metals, silver plated 
Television receiving apparatus 
Up to 50 kilos net each 
Or more than 50 kilos net each to 75 kilos 
Of more than 75 kilos net each to 100 kilos 
Of more than 100 kilos net each 
Accessories and parts, unspecified 
Transmitting apparatus 


frosted and 





Radio transmitters 
Television 





Duties in 
Bolivares 
per Kilo Gross 


1-30 
2-00 


1-20 


0-40 
0-001 
004 


2.00 
5.00 
6-00 
6-00 


5.00 


16.00 
0-10 


4:60 
6-00 


16-00 


2-00 


0-65 


x 
= 
S 


00 
OO 
Oo 
Ov 


S 
S 


0-10 
0-10 














LIVERPOOL, 3 
George St., Bixteth St. 
Central 0952 — (7 lines) 


ROBERTSON, BUC 


LONDON, E.C.3 
34 St. Mary Axe 
Avenue 2134—(7 lines) 


also at HULL, SOUTHAMPTON, GLASGOW, BRISTOL, 


Proprietors of Bonded and Free Warehouses and Wharves at all 
nland Warehouses Situated at Strategic Points 


LEY & 


BIRMINGHAM, 1 
37 John Bright St. 
Midland 5808/9 


CO. 


20 Brazennose St. 


CARDIFF, SWANSEA. 


Principal Ports. 
in the United Kingdom. 


Shipping, Customs, and Transport Specialists. 


Enquiries Solicited for All 


Classes of Warehousing, 


Bonded and Free Wharfage, 


Import and Export Shipping, Packing and Travel. 


BULK OIL STORAGE INSTALLATIONS AT LIVERPOOL, RAINFORD, ETC. 


Blackfriars 1116 — (3 lines) 


LTD. 


MANCHESTER, 2 
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Exhibitions and Fairs 





Latest Developments in Farm 
Machinery at Royal Show 


HE Royal Show will be held this year at Blackpool, from July 7 

to 10, and is the largest agricultural show of its kind in the world. 
Each year it moves to a different part of the country, to enable as 
many people as possible to see an exhibition which includes the finest 
examples of British farm livestock and the latest developments in 
agricultural machinery. 

Organized by the Royal Agricultural Society, the Show will cover 
about 160 acres, of which nearly half will be occupied by up to 700 
trade and machinery stands. Between them these will display all 
types of equipment used in every branch of farming, with exhibits 
ranging in size from huge crop driers and combine harvesters to milk 
buckets and pruning knives. 

British farms are now among the most highly mechanized in the 
world. One of the objects of the Royal Agricultural Society, since 
its formation in 1838, has been to encourage the improvement of 
agricultural implements. Each year the Society awards Silver Medals 
at the Show for implements of value to agriculture which are new, or 
which embody some new principal of working. 

Over 5,000 of the country’s best farm livestock will be entered for 
prizes totalling over £20,000. There will be representatives of about 
20 breeds of cattle, ten breeds of pigs, nearly 30 breeds of sheep, as 
well as light and heavy horses. 

Not only stock and machinery, but exhibits and competitions cover- 
ing the whole range of farming activities can be seen at this Show. 

Last year overseas visitors from 38 different countries visited the 
Show, where a special Overseas Pavilion is provided for their help 
and entertainment. Further particulars may be obtained from the 
Royal Agricultural Society of England, 16 Bedford Square, London, 
W.C.1. 


Home and Overseas Events 


The following list of trade exhibitions and fairs is compiled from 
information furnished by the organizers. No responsibility is taken 
for the standing of the organizations or individuals mentioned, and 
dates, etc., may be subject to alteration. This list is not exhaustive 
and further information about these and other events may be obtained 
from the Exhibitions Division of the Commercial Relations and 
Exports Department, Board of Trade, Lacon House, Theobald’s 


Road, London, W.C.1. (Telephone: Chancery 4411, Ext. 419.) 
Recent additions to the list are indicated by an asterisk ( *). 
United Kingdom 
1953 





British Industries Fair—April 27 —- May 8 
At Earls Court and Olympia, London, and Castle Bromwich, Birming- 
ham. Apply, Director, B.I.F., Board of Trade, Lacon House, 
Theobald’s Road, London, W.C.1. (Tel.: Chancery 4411), or 
General Manager, B.I.F., 95 New Street, Birmingham, 2. (Tel. : 
Birmingham Midland 5021.) 
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2nv CHILDREN’S Wear ‘TRrapE Farr, LoOnDoN—May 11-14. 
At Royal Horticultural Society’s Old Hall, Vincent Square, London, 
S.W.1,. Apply, National Children’s Wear Association, 81 High 
Holborn, London, W.C.1. (Tel. : Holborn 8224.) 


Mepicat Exuisirion, Liverroo.—May 18-22. 
At St. George’s Hall, Liverpool. Apply, British & Colonial Druggist 
Ltd., 194-200 Bishopsgate, London, E.C.2. (Tel.: Bishopsgate 
2148.) 


ExntstTION OF THE TREASURES OF Oxrorp, GOLDsMITHS HALL, LoNDON— 
May 19—August 29. 
Apply, Worshipful Company of Goldsmiths, Goldsmiths Hall, Foster 
Lane, Cheapside, London, E.C.2. (Tel.: Monarch 1668/9.) 
Grocers, BAKERS, CONFECTIONERS AND CATERERS EXHIBITION, BIRMINGHAM 
—May 27-June 6. 
At Bingley Hall. Apply, Herbert Daniel Exhibitions Ltd., 15 Dover 
Street, London, W.1. 


Roya. Uxsrer AcricuLturaL Suow, Be_rast—May 27-30. 
At Balmoral Showgrounds. Apply, Royal Ulster Agricultural Society, 
The King’s Hall, Balmoral, Belfast. (Tel. : Belfast 65225.) 
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6TH LoNDON FasHION FORTNIGHT—May 27-June 10. 
Apply, Miss D. Fox, Hamilton House, 138 Piccadilly, W.1. (Tel.: 
Regent 7446.) 

Batu AND West AGRICULTURAL SHow, BatH—June 3-6. 
Apply, Bath and West and Southern Counties Society, 3 Pierrepont 
Street, Bath. (Tel.: Bath 3010.) 

British Piastics ExHIBITIoN, Lonpon—June 8-18. 
At Olympia. Apply, British Plastics, Dorset House, Stamford Street, 
London, S.E.1. (Tel. : Waterloo 3333.) 

Turee Countizs AGRICULTURAL SHow, Hererorp—June 9-11. 
At The Racecourse. Apply, Three Counties Agricultural Society, 


Berrington House, 2 St. Nicholas Street, Hereford. (Tel.: Hereford 
3969.) 


13TH ANTIQUE Deacers’ Farr AND Exuisttion, LonpoN—June 10-25. 
At Great Hall, Grosvenor House, Park Lane, W.1. Apply, Captain 
C. S. Platts, Room 904, Grosvenor House, Park Lane, W.1. (Tel. : 
Grosvenor 6363, Extn. 904.) 


40TH Business Erricrency Exuisit1ion, OLymp1a—June 16-26. 
Apply to Office Appliance and Business Equipment Trades Association, 
11-13 Dowgate Hill, Cannon Street, London, E.C.4. (Tel. : Central 
7771-2.) 


2ND or AND Factory Erriciency Exuisition, BrrmMINGHAM—June 
19-26. 
At Bingley Hall. Apply, Mr. A. G. Cogswell, S.A.F.E. Exhibition, 
Fort Dunlop, Birmingham, 24. 
Roya HIGHLAND AGRICULTURAL SHow, ALLOA—June 23-26. 
Apply, The Royal Highland and Agricultural Society of Scotland, 8 
Eglinton Crescent, Edinburgh, 12. (Tel. : Edinburgh Central 6106-7.) 
— INSTRUMENT INpDusTRIgs’ ExHIBITION, LONDON—June 30- 
uly 11. 
At Olympia. Apply, F. W. Bridges and Sons Ltd., Grand Buildings, 
London, W.C.2. (Tel. : Whitehall 0568.) 


Roya. SHow, BLackpoot—July 7-10. 

At Stanley Park. Apply, Royal Agricultural Society of England, 
16 Bedford Square, London, W.C.1. (Tel. : Museum 5905). 

Great YORKSHIRE AGRICULTURAL SHOW, HarroGcaTE—July 14-16. 
Apply, Yorkshire Agricultural Society, Cliftonfield, Shipton Road, 
York. (Tel. : York 3102.) 

Royvat WextsH AGRICULTURAL SHow, Carpirr—July 22-25. 

Apply, Royal Welsh Agricultural Society, Queen’s Road, Aberystwyth. 
(Tel. : Aberystwyth 7551.) 
20TH RADIO AND TELEVISION ExutBiT1on, LonDoN—September 2-12. 


At Earls Court. Apply, Radio Industries Council, 59 Russell Square, 
London, W.1. (Tel. : Museum 6901.) 


19TH ENGINEERING, MARINE AND WELDING EXHIBITION AND THE CHEMICAL 
PLANT ExuiBITION, LONDON—September 3-17. 

At Olympia. Apply, F. W. Bridges and Sons Ltd., Grand Buildings, 
Trafalgar Square, London, W.C.2. (Tel.: Whitehall 0568.) 

52ND CHEMISTS’ EXHIBITION, LONDON—September 7-10. 
At Old Horticultural Hall, Vincent Square, London, S.W.1. Apply, 
The British and Colonial Druggist Ltd., 194/200 Bishopsgate, London, 
E.C.2. (Tel.: Avenue 1444/5.) 


First INTERNATIONAL CONGRESS OF PHYSICAL THERAPY AND EXHIBITION 
or ELecrro MepicaL Equipment, LONDON—September 7-11. 
At Central Hall, Westminster. Apply, Exhibition Committee, Inter- 
national Confederation of Physical Therapy, 55 Romney Street, 
Westminster, London, S.W.1. 


Fryinc DispLay AND EXHIBITION, FARNBOROUGH—September 7-13. 
Apply, Society of British Aircraft Constructors Ltd., 32 Savile Row, 
London, W.1. (Tel. : Regent 5215.) 

Wetsu INpustrigs Fair, Carpirr—September 9-19. 

At Sophia Gardens Pavilion. Apply, National Industrial Develop- 
ment Council of Wales and Monmouthshire Ltd., 17 Windsor Place, 
Cardiff. (Tel.: 23049.) 
LonDON, 2ND NATIONAL 
September 17-30. 
At Central Hall, Westminster. Apply, Henderson Exhibitions Ltd., 
74 Holland Park, London, W.11. (Tel. : Park 7360.) 

441TH SHoe AND LREATHER Fair, LoNDON—October 5-9. 

At Olympia. Apply, Shoe and Leather Fair, Granville House, Arundel 
Street, London, W.C.2. (Tel.: Temple Bar 5524.) 
38TH ANNUAL LONDON Nursino Exurpition—October 12-16. 
At Seymour Hall, London, W.1. Apply, T. G. Fletcher, Dorset House, 
Stamford Street, London, S.E.1. (Tel.: Waterloo 3333.) 
ENGINEERING INDUSTRIES ASSOCIATION. 6TH LONDON RgGIONAL DispLay— 
October 13-15. 
At Royal Horticultural Society’s New Hall. Apply, 9 Seymour Street, 
Portman Square, London, W.1. (Tel. : Welbeck 2241.) 


HANDICRAFTS AND Hossies Exuisirion— 


(Continued on next page) 
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Exhibitions and Fairs—(Continued) 
INTERNATIONAL ‘TEXTILE MACHINERY AND ACcEssoRIES EXHIBITION, BELLB 
Vug, Mancuester—October 14-24. 
Apply, Textile Recorder Machinery and Accessories Exhibitions Ltd., 
Old Colony House, South King Street, Manchester, 2. (Tel.: Black- 
friars 7234/5/6.) 
38TH INTERNATIONAL Motor Exnisition, LonpoN—October 21-31. 
At Earls Court. Apply, Society of Motor Manufacturers and Traders, 
148 Piccadilly, London, W.1. (Tel. : Grosvenor 4040.) 
67TH Dairy SHow, Lonpon—October 27-30. 
At Olympia. Apply, British Dairy Farmers’ Association, 17 Devon- 
shire Street, London, W.1. (Tel.: Langham 5012.) 
3rp CHILpREN’s Wear Trape Fair, LonpDon—November 2-5. 
At Royal Horticultural Society’s Old Hall, Vincent Square, London, 
S.W.1. Apply, National Children’s Wear Association, 81 High 
Holborn, London, W.C.1. (Tel. : Holborn 8224.) 
28TH INTERNATIONAL CYCLE AND Motor Cyc. Suow, Lonpon—November | 
14-21. 
At Earls Court. Apply, British Cycle and Motor Cycle Manufacturers 
and Traders Union Ltd., The Towers, Warwick Road, Coventry. (Tel. : 
Coventry 62511.) 
Lonpon, Mepica, Exurpition—November 16-20. 
At New Horticultural Hall, Westminster. Apply, The British and 
Colonial Druggist Ltd., 194-200 Bishopsgate, London, E.C.2. (Tel. : 
Avenue 1444/5.) 
Fue. Erriciency EXHIBITION, MANCHESTER—November 18-28. 
% Apply, Provincial Exhibitions Ltd., City Hall, Deansgate, Manchester, 
3. (Tel.: Deansgate 6363.) 
BuILpING ExH!BITION, LONDON—November 18-December 2. 
At Olympia Apply, 4 Vernon Place, London, W.C.1. (Tel. : 
born 8146/8.) 
SMITHFIELD SHOW AND AGRICULTURAL MACHINERY EXHIBITION, LONDON— 
December 7-11. 
At Earls Court. 
Piccadilly, London, W.1. (Tel. : Grosvenor 4040.) 
8TH NATIONAL PouLtry SHow, LoNDOoN—December 10-12. 
At National Hall, Olympia. Apply, Poultry World, Dorset House, 
Stamford Street, London, S.E.1. (Tel.: Waterloo 3333.) 


Overseas 
A list of major Exhibitions and Fairs to be held overseas was published 


last week. It will appear again, with additions, in next week’s Board 
of Trade Journal. 


Hol- 
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ANDREW MACDONALD 


(EXPORT SALES) LIMITED 


30 Hertford St., Park Lane, London, W.1 


Telephone: GROsvenor 6661 (5 lines) 
Cablegrams: ATTEMPTO, LONDON 


SOLE WORLD 
DISTRIBUTORS 


for the following whiskies: 


MacDonald’s Gold Label 
Maclean’s Special Reserve 
Campbell’s Green Tartan 
Pride of Islay 

Pride of Montrose 

Blended and Bottled in Scotland from 


carefully chosen Highland Malts and 
grains. 


Export enquiries invited. 
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QUOTAS NOW BEING GRANTED AT 
SCOTCH WHISKY ASSOCIATION PRICES 

















BUSINESS first... Last... 


A few examples (and only a few) of 
the type of buyer using this free service 


A plastics goods manufacturer in Denmark 
A South African manufacturer of windows 
A Brazilian manufacturer of hardware 

A bicycle manufacturer in Argentina 

A German machine tool manufacturer 
A Portuguese electrical authority 
A French automobile manufacturer 

A world-famous European airline 

An Irish gas supply company 

A mining company in India 

A steelworks in Pakistan 

A shipbuilder in Sweden 

A workshop in Belgium 

An Egyptian Ministry 

A Mexican tank maker 

A sawmill in Nigeria 

A Peruvian Ministry 

A Dutch shipbuilder 

A foundry in Spain 


qp 
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THE JOURNAL FOR SELLING ENGINEERING EQUIPMENT OVERSEAS 


For many years, our readers overseas (and those in this country) have 
sent us details of their special requirements of engineering equipment— 
and definite buying enquiries of this type build much new business for 
our advertisers. As might be expected with a total readership of over 
120,000 buyers at home and abroad, this free service is used by firms in 
many different industries and the enquiries cover a wide range of 
machinery and tools. All are forwarded to advertisers—and most are 
then featured in the “ Business Opportunities” sections of both 
editions of our journal. The publication of these enquiries resulted in 
34,615 additional introductions between prospective buyers and sellers 
during 1952. 





A_ descriptive booklet 
is available free of 
charge. Write or phone 


MACHINERY LLOYD a 





6 Cavendish Place, Regent St., London, W.1. 


LANgham 4204 (5 lines) 
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SANLINEA 


COLCHESTER AVENUE : 





CARDIFF :- 
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alists in 
pecialists THE MANUFACTURE OF 


TAPE (Slipknot Brand) 


Pitch and Bitu men. 


ATING 
CTRICAL INSUL 
ELE Pure Rubber Strip. 


k Adhesive. 
Rubber Splicing Compound. 
{7 ger Quarterlining. 
(Imitation Leather). 
Backing Cloths. 


TW 
a * Regd. The Supe 
** Plyco"’ Regd. Sock Lining. 
“ Paramount" Regd. Quality 


CLOTH TAPES _ 
ep ey ote) Electrical industries + fr, sm 
a4 Confectionery and allied trades + als 
io 


packaging. 
RUBBER BANDS 1 


For Every Purpose. 
EXTRUDED TUBES, cries AND 
For Prams, Toys, etc: 


KERS’ 
ICAL CABLE MA 
ees Printed Cloth, — 
Cloth, Hessian and Paper, Olle " 


Rubber Compounds, etc. 


and sealin 
for tropl 


N ALL SIZES AND COLOURS 


ACCESSORIES 


MATERIALS 
(Regd., 
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Whether you buy wooden cases at the 
keenest prices, whether your cases 

are of a special quality, or whether you 
demand a delivery service of guaranteed 
regularity we can meet your requirements. 
The finest power-fed case- making 
machinery and over 80,000 sq. ft. of 

floor space are at your service when you 
are ready to get down to cases. 


INDUSTRIAL SERVICES LTD 


TELEPHONE: 


F es * 
ws hse ‘ 
m fice Another 
‘ aie a ae: y 
bs CO 


CARDIFF 48616 (4 LINES) 


eh 












Large production increases are 
planned in Australia’s primary 
ndustries > nex : 
Our Information Department = —— 
will be glad to help if you are 
interested in the opportunity 
Australia offers. ND int 

\ 2 


The NATIONAL 
BANK OF AUSTRALASIA Limited 


(Incorporated in Victoria) 


London Office: 7 Lothbury, E.C.2 
Other London Offices: Australia House, Strand, W.C.2 
and 8 Princes Street, E.C.2 


660 Offices in Australia Assets £229 Million 
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Scientists maintain that there are f ae 


Four ways to cool the human body Yt) \\ 
(1) CONDUCTION _ (Sit on a cube of ice) “a 

(2) RADIATION (Stand near an iceberg) WY 

(3) CONVECTION (Fan yourself vigorously) “0 , 

(4) EVAPORATION _ (Perspire freely in a cool breeze) 


All good in their way, but not much help to the chap who must spend 
five days a week ina stuffy office or factory. So begging the experts’ 
pardon, we would like to suggest a fifth—Our ventilating equipment. 
This has one outstanding advantage . . . At the same time as you are 
feeling on top of the world, you ‘will be on top of your work. 
No cube of ice can make that claim. 

In short, if you want perfectly controlled invigorating air we offer 
you a wide range of fans, refrigerating equipment, motorised roof cowls 
and ancillary ventilating equipment each specifically designed to ensure 
maximum efficiency in its own field at a moderate cost. 























JM 


THE ELECTRIC a A cone ne 
adder LTD., OK 
K LANE, LONDON, ws: . 


Tel.: MAYiair 3722. 








Our highly geared organisation is available to 


[ites iI LUT i 
pill | Hk | ull E OVERSEAS BUYERS. We can still give quick 
Le J) i] , delivery on CAR BATTERIES, REFRIGERATORS, 
ee WATER PUMPS, ETC. 
ASK FOR OUR ADVICE ON ALL ENGINEERING QUESTIONS 























































































































—who have a mind to advertise 


INTERNATIONAL REFINING Co. Ltd. <“_ : EXPORTER S In the markets below are 
MARYLAND ALLOYS LIMITED « AND Invited to request information 
B -yers: Te, 3a IMPORTERS on the papers we represent In 


ALL GRADES METAL - SCRAP these markets : 


SLAG - RESIDUES - ETC. 
Senegal Egypt Saudi Arabia Turkey 


Manufacturers &/or Sellers: 
ALL METALS & ALLOYS Morocco Sudan Persian Gulf Jordan 


IN INGOTS - SHEETS : LEA d Tangier Eritrea Iraq Lebanon 
RODS - WIRES - ETC. en pe : — — — a 

aes hi ibya en yria yprus 

RODING HILL WORKS, 5% vinicities. ¢ The Netherlands and Hong Kong 


w ord Gridgo, B yr SO GH a We look after translation of °° omg (id * foreign currency applica- 
um 


Tel: WANstead 7741 (5 lines) ; Be hes 
87/95 Lancaster Street, tions, use o x rs, etc. 


Birmingham, 4. ~ f “Weer | OVERSEAS PUBLICITY X SERVICE AGENCY LTD. 


tetas ee ‘ 29 Oxford Street, London, W.1 Phone GERrard 0737 











GUARANTEED RECONDITIONED COMPLETE PLANTS AND INDIVIDUAL MACHINES IN STOCK 
PRODUCTION COMPARABLE WITH NEW PRICES CONSIDERABLY LOWER 


wacumes HARGREAVES, HAMILTON & CO. (ENGINEERS), LTD. 
RENOVATED a oO L R Oo N eibadidesicaaiie 


AND RESET 
Telephone 4140-1-2 


Export Enquiries to: MANCHESTER OFFICE—2 MOSLEY STREET, PICCADILLY 


Telephone:— CENTRAL 1884 Cable:— “BRITCHECK” 
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As leading specialists in this field our technical staff welcome 
enquiries for all types of extruded plastics. We can promise you 
also keen personal service and a completely satisfactory product. 
Extrusions are our business—not just a department. 


C. & C. MARSHALL LTD. 


PLASTRIP HOUSE 
OAKLEIGH ROAD NORTH, LONDON, N.20 


Telephone; Hillside 5041 (3 lines) Cables: Tufflex, London 
Telegrams: Tufflex, Norfinch, London 
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A good name is won and retained 
by aconsistently maintained stand- 
ard of Quality. Craftsmen know 
the value of atool that bears 
the good name—GARRINGTONS 
*& THE BLACKBIRD 

A Stillson—Type Pipe Wrench in high 
Carbon content Steel. Specially design- 
ed to give extra strength combined 
with lightness and ease of adjustment 


HAND CGTOOLSs 


GARRINGTONS LIMITED, Darilaston, STAFFS., & Bromsgrove, WORCS 











S:seOn Shelving 


Save money, labour and time 
with ‘ WELCONSTRUCT ’ 
shelving. Modest in first 









cost, easy to erect and 
quickly adjustable, without 


the use of tools. 


( 
SLOTTED STEEL ADJUSTABLE SHELVING 


Is produced in medium and heavy weight for varying loads. 
It Is absolutely rigid when assembled and is unquestionably 
the most modern and effective form of shelving. For further 
Information write for List “A”’ to : 

o— THE WELCONSTRUCT CO. — 


Grenville Buildings, Cherry Street, Birmingham 2 
Telephone: MiDiand 1691 
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MISCELLANEOUS ADVERTISEMENTS 


The engagement of persons answering these advertisements must be made through 
Agency if the applicant is a man aged 18-64 inclusive or a woman aged 18- 
provisions of the Notification of Vacancies Order 1952. 


a Local Office of the Ministry of Labour or a Scheduled Employment 
59 inclusive unless he or she, or the employment, is excepted from the 





FULL PARTICULARS of the textile firms of 
the United Kingdom and Dominions can be 
obtained from Worrall’s Standard ‘Textile 
Publications. Complete in three volumes— 
{ 2s. 6d., or in separate volumes for Lancashire, 
orkshire, other textile areas of the United 
Kingdom and Dominions at 27s. 6d. each, 
including postage. Please order, with remit- 
tance, from the Publishers : John Worrall Ltd., 
Dept. P, Oldham, Lancashire. 


PRESSINGS in all metals up to 60 tons. Press 
tools manufactured in our own tool-room. 
Light assemblies. All finishes. A.I.D. and 
A.R.B. approved. Advice and Estimates given 

. Enquiries to Metal Components Ltd., 
Dolphin Road, Shoreham, Sussex. Telephone : 
Shoreham 2224/5. 








VISITING LONDON. Stay at the comfortable 
modern furnished Elby House, 11 Adamson 
Road, N.W.3. M 


ri 1577.) inute Swiss 
wag Phew and Bus stop. Direct lines to most 
Fair 


ibitions. Moderate terms. 








PHOTOGRAPHY. Have you any Surplus 
photographic stocks ? We can handle large stocks 
of Photographic equipment paper, chemicals, 
lenses and cameras and are interested in ob- 
solete stocks, frustrated exports and Govt. surplus. 
Any proposition considered. Marston and Heard 
(Wholesale) Ltd. 378 Lea Bridge Road, Leyton, 
E.10. Leytonstone 6585. 





DIESEL AND PETROL ENGINES for sale. 
General Motors twin diesel Model 6046. Conti- 
nental 9-cylinder air-cooled petrol engines Model 
R975C1. Chrysler Multibank 1 engines. 
Rotinoff Construction Ltd., 125 Pall all, 
London, S.W.1. 





STEEL LATTICE GUYED RADIO MASTS, | 


100 ft. high, for sale. 
Excellent condition. 
S.W.1. 


Delivery from stock. 





HANGARS FOR SALE (ALL STEEL). Hangar 
(all steel) 131 ft. 0 in. overall span by 150 ft. 0 in. 
to 250 ft. O in. long, clear opening 119 ft. 6 in. 
wide by 27 ft. 6 in. high. Doors both ends 
(gable end optional). Covered asbestos or steel 

eets. Glazing in sides. Hangar (ali steel) 
212 ft. 6 in. overall span by 150 ft. 0 in. to 
250 ft. 0 in. long, clear opening 200 ft. 0 in. wide 
by 40 ft. 0 in. high. Doors both ends le end 
optional). Covered asbestos or steel sheets. 
Glazing in roof and sides, 20 ft. 0 in. span 
annexes on one or both sides if required. Romney 
huts. Suitable for airfield stores or offices. 
Curved buildings, 35 ft. 0 in. span, covered 
corrugated steel sheets. Ends as required ; 
ex stock. Bellman Hangars Limited, Terminal 
House, Grosvenor Gardens, London, S.W.1. 
Grams: Unitstruct, Sowest, London. 





STEEL BUILDINGS from stock, 60 ft., 80 ft. 
or 100 ft. clear span. Bellmans, Terminal 
House, S.W.1. Sloane 5259. 


| Units — 5D/927 — 20,000, 
| SC/818, 
| 5X Plugs and Sockets, all types, 50,000, Voltage 
| Regulators, single and double, 5C/1005, 1,000, 


Bellmans, Terminal House, | tenham 9213, 





AIRCRAFT SPARES. 110,000 6A/ instruments 
in stock, Jack plugs—10H/10991—26,000, Fusing 
Cockpit Lamps — 


$C/678—20,000, 5C/1916 30,000, 


Oxygen Masks, 2,000, Large Quantities of 
5C/, 5D/, 5U/, 5X/, 6A/, 6D/, 10H/. Please 
state requirements. W. A. Parker, 1a Snells 
Park, Edmonton, London, N.18. Tel: Tot- 


BROWN MOULDABLE WAXED CREPED 
KRAFT. For sale, approximately jrd current 
manufacturers price, avaiaa saving over £100 
per ton. Standard grade, rolls 30’, 40°, 42’, 
44” wide. Excellent condition (manufactured 
Robinson Waxed Paper, R.A. Brand) 25 tons. 
Minimum 1 ton. Packers, exporters, etc. please 
note, unrepeatable bargain. Box No. M.5622, 
Board of Trade Yournal, Atlantic House, Holborn 
Viaduct, London, E.C.1. 


COPYCAT Photo Copying Machine taking 
18” x 14” paper, complete with rotary drier and 
full equipment. Scarcely used, cost £165. 
Any reasonable offer accepted. 20 New Electric 
Motors, 1 H.P. Newman 400/440/3/50,925 
r.p.m. Low price to clear. Laboratory Two 
Roll Mill. Electric Pastry Roller & Power 
Dough Brake. 10 Coley Thermometers, 4” dial. 
Model 104. K.C. Engineering Co. Ltd., 
Market Bosworth, Nuneaton. 








@ FILAMENT RAYON 
CORD V-BELTS NEW 
AND STRONGER 


} @ LATEST DESIGN — 
*HAINSWORTH ” 








FIRE RESISTANT 
CONVEYOR 
BELTING - Approved 
by NATIONAL 
COAL BOARD 
for service on 
underground 


conveyors 


. H. FENNER & CO. LTD., HULL, YORKSHIRE 
Tyne - Nottingham - Sheffield - Stockton-on-Tees - Stoke-on-Trent 


kk oh 











aa 
wary 





ROCHDALE 


‘THE SPOT 


for 


TEXTILE 


og 

_ MACHINERY ‘ 
| EXPORTERS OF RECONDITIONED \_ : 
“ MACHINES: RESETTING BY EXPERTS © 
; Specialists in all makes of opening and spinning ' 


. 


’ machinery. 4 roller and tape drive conversions ‘ 


FETHNEY BROS LTD’ . 


/ TELEPHONE: 


4634-8 ROCHDALE \_ 
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BRITISH GOVERNMENT CONTRACTORS 


These announcements are restricted to firms and companies on the lists of Contractors to 


H.M. Government Departments. 





EWART 
CHAINBELT 


co. LTD. 
DERBY, ENGLAND 


best quality, made of Ley’s Celebrated 
“ Black Heart” malleable Iron. 


Also complete Conveyors, Elevators 
and Mechanical Handling Plants 


McLINTOCK AND 
SONS LIMITED 


Manufacturers of 


APPROVED LIFEJACKETS 
LIFEBUOYS, ALSO SHIPS’ 
BEDDING, ETC. 


ON APPROVED M.O.T. LISTS 
BARNSLEY, YORKS 


TAN-SAD 
TRUE POSTURE SEATING 


Premotes the well-being and efficiency of 
seated workers in Commerce and Industry 


6774 & ELLe 


TAN-SAD CHAIR CO. (1931) LTD. 
Avery House, Clerkenwell Green, London, B.C) 
Telephone: Clerkenwell 3192 





PALFREY 
for SACKS 


OF EVERY TYPB 
New and Secondhand 


WILLIAM PALFREY (JUTE) LTD. 
Palfrey House, 24 City Read, London, E.C.1 
Phone: MONarch 0681 


SCREWING 
MACHINES 


For BOLTS and PIPES 


Portable, for Hand and Power. 
As used by Railways, Docks, 
Public Works and Engineers. 


JAMES N. DURIE & CO. LTD. 


CRAVEN ROAD, LEEDS, 6 
Telephone: 23039 Leeds 


é6 RBGISTBRED TRADB MARK 99 
Dron-waL 
“SUPREME” SPRAYERS AND SYRINGES 
FOR ALL PURPOSES OF PEST CONTROL 


VETERINARY, MEDICAL, BRINE, 
OIL SYRINGES, ETO. 


KNAPSACK AND PNEUMATIC SPRAYERS 
LIMEWASHING AND SPRAYING MACHINES 


THE PHILIP B. WALDRON 
Telephone: AOO 1194 


0O., TYSELEY, BIRMINGHAM 
Telegrams: “DBONWAL B'U AM’ 








Printing Inks, Colours, 
Varnishes, Lithographic 
Plates, Materials and 
Graining Machines ... 


FRANK HORSELL 


& CO. LTD., 








33 VICTORIA ROAD, LEEDS 11 





DRUMS: REELS 


for Cable, Wire, Belting, 
Cordage 
to G.D.ES., B.S.S., Admiralty or 
Your Specification 


All enquiries to .. 


THE EN-TOUT-CAS Co. Ltd., 
SYSTON, LEICESTER ‘phone- SYSTON 86169 


PUMPS 


Hand & Power, 

for all liquids— 

thick or thin 
Best advice freely given 


JOBSON & BECKWITH LTD. 
6a Southwark Bridge Road, London, 8.E.1 
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BROOK MOTORS LTD 
HUDDERSFIELD 





BODILL, PARKER (1922) LTD. 


Great Hampton Row 
BIRMINGHAM, 19 
Manafecturers of 
Brass Spur 
Teeth 
Grommets 


Brass 
Eyelets and 


Rings, 
Ventilator 


Eyelets 


We hold stocks of all sizes 
Telephone: CENtral 6643.4 





WAGSTAFF & BRUNT LTD. 


RecTrors: c. 


LONGTON, STAFF. POTTERIES 
Phone : Longton 33526 


CROCKERY ——— 
for 
HOSPITAL 
and 
GENERAL 
PURPOSES 
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in Great Britain by Merritt & Hat 


E.C.1, for the Board of Trade, Horse ° uards Avenue, London, 
Led., London. 


S.0. Code No. 72-2941. 





